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HOEGGER ACCESSORIES IN A DISPLAY BATHROOM, TRENTON POTTERIES CO., NEW YORK 




Hoegger Displays 




SOME SHOWROOMS WHERE HOEGGER FIXTURES ARE DISPLAYED 



STATE 

California 

Los Ang-eles 
San Francisco 
Santa Barbara 



ADDRESS 



5th and Fig-ueroa Streets 
544 Second Street 
727 State Street 



FIRM NAME 



Hoeg-ger, Inc. 
Kohler Company 
Ott Hardware 



Colorado 
*Denver 

Connecticut 

Bridgeport 
Hartford 
Hartford 
New Haven 
New Haven 

Delaware 

Wilmington 

District of Columbia 
Washington 

Florida 

*Jacksonville 
Miami 
Tampa 

Georgia 

Atlanta 
Atlanta 
Macon 

Illinois 

Chicago 
Chicago 
Chicago 
*Waukegan 

Indiana 

Indianapolis 

Iowa 

Mason City 

Kansas 

Wichita 

Kentucky 

Lexington 

Louisiana 

New Orleani^ 

Maine 

Portland 
Portland 

Maryland 

Baltimore 

Massachusetts 

Boston 

Boston 

Boston 
i Boston 

' Boston 

Boston 

Boston 

Boston 

Boston 

South Boston 

Springfield 

Worcester 

Springfield 

Michigan 
Detroit 
Detroit 
Detroit 
Grand Kaplds 

Minnesota 
St. Paul 

Missouri 

Kansas City 
Kansas City 

Nebraska 
Omaha 



1631 Fifteenth Street 



302 John Street 

710 Windsor Street 

Ann, Jewel and Hicks Streets 

207 Water Street 

278 State Street 



816-822 Tatnall Street 



1225 Eye Street, N. W. 

738 West Bay Street 
85 N. AV. Tenth Street 
1405 Twiggs Street 



126 Collins Street, S. B. 
5 4 Pryor Street, N. E. 
500 Broadway 



836 South Michigan Avenue 
157 North Desplaines Street 
Lasalle Street and Wacker Drive (Builders' Building) 



210-238 South Capital Avenue 
19 Eighth Street, S. E. 
624 East First Street 
,544 West Main Street 
1148 South Peters Street 



79-85 Commercial Street 
70 Saint John Street 



611 William Street 



11 Beacon Street, Room 803, R. T. Parker, Sales Manager 

239 Causeway Street 

799 Boylston Street 

26 North Washington Street 

100 Warrenton Street 

93 Berkeley Street 

186 Devonshire Street 

202 Southampton Street 

56 Elm Street 

48 West First Street 

60 Cypress Street 

84 Prescott Street 

155 Chestnut Street 



Barium Tower, Cadillac Square 
801 West Baltimore Avenue 
5943 Second Boulevard 
56 Ellsworth Avenue 



356 Broadway 



1328 West 12th Street 
1113 Wyandotte Street 



Eppley Hotels Company 



Crane Company 



Crane Company 

Crane Company 

The Plimpton & Hills Corporation 

Crane Company 

The C. S. Mersick & Company 



Speakman Company, Inc. 



Crane Company 



Crane Company 
Crane Company 
Crane Company 



Crane Company 
Kohler Company 
Crane Company 



Crane Company 
Crane Company 
Crane Company 
Crane Company 

Central Supply Company 

Crane Company 

Crane Company 

Crane Company 

Crane Company 



W. L. Blake & Company 
Crane Company 



Hajoca Corporation 



Hoegger, Inc. 
Braman, Dow & Company- 
Crane Company 

E. L. Freeman Company 
Locke-Stevens & Sanitas 
J. L. Mott Iron Works 
Standard Sanitary Mfg-. Company 
Waldo Brothers' Company 

F. W. Webb Manufacturing Company 
Crane Company 

Crane Company 

Universal Supply Company 

Standard Sanitary Mfg". Company 



Hoeg-ger, Inc. 

Murray W. Sales & Company 
Standard Sanitary Mfg. Company 
Crane Company 

Crane Company 



Crane Company 
Kohler Company 



A. C. Gersten, Manager 



* Indicates showrooms under consideration. 
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SOME SHOWROOMS WHERE HOEGGER FIXTURES ARE DISPLAYED 



STATE 
New Jersey 

Atlantic City 
Trenton 

New York 
Albany 
Bingrhamton 
Brooklyn 
Buffalo 

New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
New York City 
Rochester 
Rochester 
Syracuse 
Syracuse 
Southampton, L. 
Utica 

North Carolina 
Charlotte 

Ohio 

Canton 
Cincinnati 
Cleveland 
Cleveland 
Cleveland 
Cleveland 
^Cleveland 
Columbus 
Dayton 

Oklahoma 

Oklahoma City 

Pennsylvania 
♦Prankford 
Philadelphia 
Philadelphia 
Pittsburg-h 
Pittsburgh 
Pittsburgh 
Pittsburgh 

Rhode Island 
Providence 
Providence 
Pawtucket 

Tennessee 

Nashville 

Texas 

Dallas 
Dallas 
*Houston 
San Antonio 

rtah 

Salt Lake City 

Virginia 

Richmond 

TVest Virginia 
Charlotte 

Washington 
Seattle 

Wisconsin 
Madison 
Kohler 

France 
Paris 

England 

London W 6 



ADDRESS 



2401 Boardwalk 
Ewing Street 



North Broadway 

19-21 Washington Street 

43 Debevoise Place 

201 Church Street 

101 Park Avenue, clo Architects' Samples Corp. 

101 Park Avenue, cjo Architects' Samples Corp. 

4110 Park Avenue, Bronx 

19-23 West 44th Street 

145-147 East 57th Street 

55th Street and 5th Avenue 

6th Avenue and 45th Street 

101 Park Avenue 

369 Lexington Avenue 

110 Centre Street 

101 Park Avenue 

18 East 45th Street 

101 Park Avenue, North Wing 

200 South Avenue 

67 Exchange Street 

720 West Genesee Street 

100 North State Street 

239 Genesee Street, Mayro Building 



1141 West Morehead Street 



210 Piedmont Avenue, S. E. 

824 Broadway 

Hanna Building 

6215 Carnegie Avenue 

6507 Euclid Avenue 

1849 Prospect Street 

4415 Euclid Avenue 

67 North Front Street 

601 East Monument Avenue 



705 West Main Street 



1600 Walnut Street 

1301 Locust Street 

South 20th and Sidney Streets 

123-127 Third Avenue 

40 24th Street 

106 6th Street 



245 West Exchange Street 
162 Dorrance Street 
40 Thornley Street 



169 Third Avenue 



814 Young Street 
1200 Jackson Street 
2205 McKinley Avenue 
1200 East Houston Street 



307 West Second, South 
1223 West Broad Street 
502 Broad Street 
419 Second Avenue, South 
521 Williamson Street . 

23 Rue de la Paix 
Brunswick, Hammersmith 



FIRM NAME 

Crane Company 

Thomas Maddock's Sons' Company 



Crane Company 

Crane Company 

Crane Company 

Crane Company 

Hoegger, Inc. 

Crane Company 

Crane Company 

Crane Company 

Hammacher, Schlemmer & Company, Inc. 

Kohler Company 

Lewis & Conger 

Thomas Maddock's Sons' Company 

J. L. Mott Iron Works 

John Simmons Company 

Speakman Company, Inc. 

Standard Sanitary Mfg. Company 

Trenton Potteries Company 

Crane Company 

Samuel Sloan & Company 

Crane Company 

W. G. Schafer Company, Inc. 

Alexander Cameron 

Crane Company 

Crane Company 



Crane Company 

Crane Company 

Hoegger, Inc. 

Crane Company 

Enterprise Electric Fixture Company 

The Kennedy Company 

Standard Sanitary Mfg. Company 

Crane Company 

M. J. Gibbons Supply Company 



Crane Company 

Crane Company 

Hoegger, Inc. 

Crane Company 

Bailey-Parrell Manufacturing Company 

Anchor Sanitary Company 

Crane Company 

Standard Sanitary Mfg. Company 



Crane Company 

L. H. Tillinghast Supply Company 

The Thornley Supply Company 



Crane Company 



Crane Company 

Standard Sanitary Mfg. Company 

Crane Company 

Crane Company 



Crane Company 
Crane Company 
Crane Company 
Crane Company 



Crane Company 
Kohler Company 



Crane Export Corporation 
W. N. Froy & Sons 



* Indicates showrooms under consideration. 
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Mounting Features 



H O E G G E R 
ACCESSORIES 




SPECIAL CONSTRUCTIONAL FEATURES OF HOEGGER ACCESSORIES 

(Patent No. 1636364) 



HoEGGER surface applied accessories consist essentially of 
two parts, the fixture proper and the solid brass concealed 
Back Plate, The back plates are made in several types to 
facilitate mounting on the various kinds of wall construction. 
The fixture is rigidly secured to the back plate by a single 
concealed set screw which is regularly furnished slotted for 
screw driver, but where fixtures are used in public places, a 
special theftproof set screw will be furnished when specified. 

The advantages of Hoegger Concealed Plate type mount- 
ing are : 

(1) They are easily and quickly installed in any type of 
wall construction. 

(2) The fixtures are not attached to the back plates until 
the rooms are completely decorated, thus eliminating 
any possible loss from theft or injury. 

(3) Fixtures may be easily removed whenever it is neces- 
sary to re-decorate the room. 

(4) Due to the construction of the patented back plate post 
the fixture is forced tightly against the wall surface 
when set screw is tightened, thus assuring a neat, 
tight-fitting assembly that will not work loose. 



Hoegger Concealed Back Plates are made in several types 
to meet the various conditions in wall construction: 

"S" TYPE — Can be mounted on any type of wall. This 

is our regular plate and is shipped with all fixtures 

unless otherwise specified. 
"SA" TYPE— "Anker-in" plate set in wall with plaster 

of paris. Anchors made in two lengths — 1%" long 

for tile or marble walls and 2%" long for cement or 

plaster walls. 

"SH" TYPE — May be used with any fixture where an ad- 
ditional hook is desired. Hook extends %" below 
flange. Important — As the flange of this fixture must 
be machined at the factory, this type plate must be 
specified when fixtures are ordered. 

"SB" TYPE— Wall Anchor Bar. Described on opposite 
page. 

"SG'* TYPE — ^Adjustable. Made especially for glass, mar- 
ble or any sheet wall where the thickness of the 
material necessitates an adjustable mounting. Can be 
supplied in any of the Wall Anchor Bar Combination? 
described on the opposite page. 



All fixtures except 513 and 518 are interchangeable on all Hoegger back plates. 




INSTAT.T.TNG I>TRF.CT10NS FOR 
HOEGGER CONCEALED PLATES 

(Patent No. 1636364) 
All Hoej^g-er Concealed Plates are 
mounted so that lug- is on top (Fig- 
ure 1). This lug fits in a recess 
and keeps the fixture from turning" 
on the concealed plates. 

Where fixtures require two con- 
cealed plates, as towel and grab 
bars, carefully measure center to 
center distance of plates from as- 
sembled fixture. 

NOTE — ^Where conditions warrant, 
a templet will be furnished for all 
double plate fixtures. 

IBIPORTANT WHEN ORDERING 

If Anker-in type wall fastening is 
wanted add (SA) to catalogue num- 
bers; if concealed screw type is 
wanted, add (S) only. 




Fig. 1 



o O o 




Fig. 2 



I Concealed Screw (S) Type Plate 

INSTALLING DIRECTIONS FOR CONCEALED 
SCREW (S) TYPE PLATES 

On Wood — Use inclosed wood screws. 
On Tile — Use inclosed wood screws and lead shields. 
On Plaster — Use inclosed wood screws and rawl plugs or 
toggle bolts. 

NOTE— Plate may be fastened by top screw only, fixture 
put on and adjusted as required, then fixture carefully removed 
and hole drilled for bottom screw. 




Anker-in (SA) Type Pla 



INSTALLING DIRECTIONS FOR ANKER-IN (SA) 
TYPE PLATES 

Cut hole in wall %" wide, If^" high and 1><" deep, then 
undercut at rear to If^" round to allow anchor to turn. Fill 
hole with plaster of paris, placing some on anchor, and insert 
with lug at left (Figure 2), then turn until lug is on top 
(Figure 1). Hold until set— about one minute. 

Important — Fixtures should not be put on plates for at 
least one hour or preferably after room is decorated and ready 
for occupancy. 




Chromium Plated Tapped 
Buttons 
(C-10-24) 



Tapped Brass Sleeves 
(10-24) 





j^jBHeEBMIII I 



Brass Machine Screws 

(10-24) 

For prices and sizes see 

page 66 



"SH" BACK PLATE 
(Patent applied for) 
Hook extends %" below 
flange 
**SH"-Concealed Screw 
Back Plate (illustrated) 
finished to match fix- 
tures with which they 
are ordered, $0.50 each. 




"S" T5T)e Plate Mounted on Marble with "S" Type Plates Mounted Back to Back 

Chromium Plated Buttons and Screws on Marble with Sleeves and Screws 

Important — Drill Holes Vertically IH" Center to Center 
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yiounting Features 



H O E G G E R 
ACCESSORIES 



i 



HOEGGER WALL ANCHOR BARS 

(Patent applied for> 



This type of wall anchorage was developed for large 
installations such as hotels, office buildings, apartments, 
schools, etc. 

Can be used on new work only, as bars must be In- 
stalled as tile wall is laid. 

In addition to spacing for double post fixtures they as- 



sure that the fixtures will be level as the bars are placed 
on top of a course of tile nearest the proper height. Single 
post bars are provided with a leveling pin, which auto- 
matically levels them with the tile. 

Always specify tile thickness when ordering Wall 
Anchor Bars. 



IMPORTANT WHEN INSTALLING WALL ANCHOR BARS 

(1) Lug on Round Brass Plate must be on top. 

(2) Round Brass Plate must be kept tight against tile surface. 




'SG" Type Plate (For Glass Walls) 

Adjustable 
Described on opposite pasre 




plA"^^ 



& 



— ^HP^ 






"SB" Wall Anchor Bar 

Phantom view showing relative position of bar and 
wall construction 



'*SB" Wall Anchor Bar with Double Post Fixtures 







Wall Anchor Bar used for Mounting one Double and one 
Single Post Fixture 

See illustration below 



. "SB" Wall Anchor Bar with 
Single Post Fixture 







^SB" Wall Anchor Bar with Grab Bar and Soap Dish for Tub 

Specify whether soap dish is wanted at right or left of bath tub 
See mounting heights on page 11 
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Mounting Heights 



MOUNTING HEIGHTS FOR HOEGGER ACCESSORIES 




The mounting heights shown on this page 
are offered for your convenience. Due to 
slight variations of bathroom fixtures and 
local conditions, these heights are necessarily 
an average — they have been found to apply 
to the majority of installations. 



From experience, it has been found that 
only a very slight deviation from ''63 inches" 
to the center of the medicine cabinet is sat- 
isfactory. 

Mounting heights for electric lighting fix- 
tures will be found under each fixture on 
pages 39 and 40. 
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General Information 




HoEGGER Bathroom Accessories are made in two stock 
designs. ^'Tarfait" (design patent No. 70560) and 
'Standard," which permit a wide selection from two 
complete lines of matched designs. 

FINISHES OF HOEGGER ACCESSORIES 

Medicine Cabinets. The electrically welded }i'' steel 
cases are finished in baked white enamel or colors on 
order. The doors are finished as described under each 
cabinet. 



Price 

As Listed 

See Table 
As Listed 



*'Crodon" Price 
Plus 10% 

"Wyco" Price 
Less 10% 

*'Crodon" Price 



On Application 



Prefix 

-W" 



Name of 
Color 



"OS" 

"N" 



^'NS' 



On Application 
On Application 
On Application "PG" 



"RG" 



:.g„ 



Mirrors, HoEGGER Mirrors are made in many de- 
signs and sizes and are equipped with a patented' con- 
cealed hanger, described on page 33. Mirrors with brass 
frames can be furnished in any of the finishes given below 
under accessories. Prices are listed under each mirror. 

Accessories, All Accessories are made of solid brass, 
and are mounted on the wall with a patented concealed 
plate, described on pages 9 and 10. They are supplied 
in the following finishes which are designated by placing 
a letter before the catalogue number. 

Finish 



* Crodon is the trade name 
censed to use their process. 



Hoegger's "W3X0"— a soft white velvety finish that is 
guaranteed not to blister, crack or change color. 

Colored Accessories— Similar to 'Wyco"— furnished any 
color desired on order. 

"Crodon"* (chromium plate), a permanent non-tarnish- 
able finish ; no abrasive necessary to clean. 

"Old Sheffield'— Satin finished "Crodon" (chromium 
plate). 

Nickel Plate. Every modern Improvement in nickel 
plating is used in the Hoegger shops. 

Solid (18%) Nickel Silver. The finish is the highly 
polished surface of the nickel silver. 

Roman Gold (20-year coin gold plate) — A beautiful dull 
rich finish. 

Satin Gold (20-year coin gold plate)— A most distinctive 
finish similar to "Old Sheffield." 

Polished Gold (20-year coin gold plate)— A highly pol- 
ished finish. 

Silver Plate— A heavy plate of silver, fully guaranteed 
by HoEGGER. 

of The Chromium Corp. of America and Hoeg:g-er, Inc., is li- 



Prices of Colored Accessories and Lighting Fixtures 
any color 

1 to 25 Articles, ADD 259? to Crodon Prices 
26 Articles and over, same as Crodon Prices 



PRICES AND 

Trade discounts on application, subject to change 
without notice. 

A handling charge of 25c is made for all orders 
under $10.00 net. An extra charge of 3%. is made for 
all export packing. 

The carriers are responsible for goods lost, damaged 
or delayed in transit, and in such cases the consignee 
must immediately notify the carrier agent at destination 



DELIVERIES 

in writing In order to substantiate formal claim when 
presented. 

No claims allowed unless mnde within TEN days of 
receipt of goods. 

Orders covering special goods are not subject to can- 
cellation, except upon agreement to make payment for 
special work which has been performed. 

Orders for large quantities and for colored products 
should be placed as far In advance as possible. 
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Parfait^^ Cabinets and ^Airrors 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 



This cabinet is for use in high class residences, 
club or hotel rooms where a cabinet of excep- 
tional beauty and design is desired. 

The design of the front of the cabinet (the 
mirror entirely covers the cabinet) gives it the 
appearance of a beautiful mirror and conceals the 
fact that a medicine cabinet is housed behind the 
mirror. 

Construction Features — Door Itself is made 
of Haskelite (a 5-ply wood frame) with con- 
cealed hinges braced by a brass corner piece em- 
bedded into this door — no tinning sound when 
door is closed. Doors open to the left on order. 
Door has a stop so it cannot be wrenched off 
the hinges ; has no knob — door is opened by plac- 
ing fingers in recess at bottom edge of frame. 

Mirrors supplied without mitre lines if de- 
sired. 




"Parfait" Recess Medicine Cabinet 

(Patents 1646200, 1707013) 



"PARFAIT" RECESS MEDICINE CABINETS 



Catalogue No. 


Mirror 


C-50-P 

C-51-P 


18x26 
22x32 



Glass Shelves 

3-13^x4^X1^5 
4-17Hx4^xtk 



Rough Opening 



■11Kji30?^3i11 
18^x24^x4^ 




(For Cabinet details see page 21) 
For colored door frame, add $5.00. 
For colored cabinet and door frame, add $20.00. 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3^ and 4^4 inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10-00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 . 

12 inches deep Add 25.00 

"PARFAIT" MIRROR ONLY (No Cabinet) 



Catalogue No. 


Mirror 


List Price 


C-950-SP 


18x26 
22x32 


$60.00 
$80.00 


C-951-SP 
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These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger 
as described on page 33. 

NOTE : Add $20.00 to list prices for gold back mirror in place of 
regular silver mirror. 

For colored mirror frame, add $5.00. 



Typical Iii!<«tn1Iations of *'Parfait*' 
Rece»«.*<i 31edieine Cal>inet»« 



NDTEt On new work where this cabinet is to be in- 
stalled in brick or gypsum wall, the HOEGGER Steel Buck 
described on page 31 should be used. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Parfait^^ Cahinets and Mirrors 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 



This cabinet is the same as the ^'Parfait*^ 
except that the mirror has a straight top. 
Where extreme simplicity is desired, this cab- 
inet is offered. 

Mirrors supplied without mitre lines if 
desired. 



j 

c: 




Straight Top 'Tarfait" Recess Cabinet 
(Patents 1646200, 1707013) 

STRAIGHT TOP "PARFAIT" RECESS CABINETS 



Catalog-ue No. 

ST-50 

ST-51 


Mirror 


Glass Shelves Roug-h Opening 


List Price 


18x22 
22x27^ 


3-13^^x4^x-^ 1 14^x20^/^x4^ 
4-17>4x4^x^ 18^x24^4x4% 


$90.00 
$110.00 



(For Cabinet details see page 21) 

For colored door frame, add $5.00. 

For colored cabinet and door frame, add $20.00. 

SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished in 3>4 and 4% inches deep 
at the prices shown, but can also be supplied in the following depths on 
order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

STRAIGHT TOP "PARFAIT" MIRROR ONLY 
(No Cabinet) 



Catalog-ue No. 


Mirror 


List Price 


ST-950 


18x22 

22x27^ 


$50.00 
$70.00 


ST-951 





These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger 
as described on page 33. 

NOTE : Add $20.00 to list prices for gold back mirror in place of 
regular silver mirror. 
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Typical Installations of Straigrht Top "Parfait" 
Recess Medicine Cabinets 

NOTE: On new work where this cabinet is to he 
installed in brick or gypsum wall, the HOEGGER Steel 
Buck described on page 31 should be used. 



For colored mirror frame, add $5.00. 

Hoegger Cabinets and Mirrors can he furnished to your design and specifications on order. 
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Parfait^^ Cahinets and NLirrors 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 



This cabinet Is identically the same as the *TarfaIt" 

with the exception that side mirrors have been added. 

In creating this new combination Hoegger offers a 



cabinet of unusual beauty — an added charm to the most 
luxurious bathroom. Mirrors supplied without mitre 
lines if desired. 




Tarfait" Recess Cabinet with Side Mirrors 
(Patents 1646200, 1707013) 



'TARFAIT" RECESS CABINET WITH SIDE MIRRORS 



Catalogue No. 

C-75-P 

C-76-P 


Center 
Mirror 


Side 
Mirrors 


Glass Shelves 


Rough Opening List Price 


18x26 
22x32 


8x22 

10x27^ 


3-13^x4^x^ 
4-17^x4j4xA 


14/2x20^4x4^4 $150.00 
18^x24^2x4^ $175.00 



'TARFAIT" TRIPLICATE MIRROR 
ONLY (No Cabinet) 



(For Cabinet details see page 21) 
For typical installation of these cabinets see page 24. 
For colored door frames, add $10.00. 
For colored cabinet and door frames, add $25.00. 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3/ and 4^ inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTE: On new work zvhere this cabinet is to be installed in brick or gypsum zvall, 
the HOBGGBR Steel Buck described on page 31 should be used. 



Catalogue No. 


Center 

Mirror 


Side T . ^ ^ . 
Mirrors List Price 

8x22 $100.00 

10x27J^ $125.00 J 


C-975-SP.... 
C-976-SP.... 


18x26 
22x32 



These Mirrors are equipped with HOEGGER'S 
Patented Concealed Hanger as described on Page ZZ- 

NOTE: Add $40.00 to list prices for gold 
back mirror in place of regular silver mirror. 



For colored mirror frames, add $10.00. 
Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Triple-Parfaif^ Cahinets 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 



In creating this super cabinet, Hoegger offers a cab- 
inet which cannot fail to meet the demands of the most 
critical clients. 

The three separate medicine cabinets give an abun- 



dance of room, and when the mirrors, which completely 
conceal the side cabinets, are opened, while there is free- 
dom of movement, there is enough stiffness to keep them 
in any position that they are placed. 




'*Triple-Parfait" Recess Medicine Cabinets 

(Cabinets under all three mirrors) 

(Patents 1646200, 1707013) 



'TRIPLE-PARFAIT" RECESS MEDICINE CABINETS 



Catalog-ue 
No. 


MIRRORS 


CABINETS 


GLASS SHELVES 


Rough 
Opening 


List 
Price 


Center 


Side 


Center 


Side 


Center 


Side 


C-77-TP 

C-78-TP 


18x26 
22x32 


8x22 
10x27^ 


18x17 
22x22 


7x17 
9x22 


4-21Mx4^tx^ 


6-6^x4^xA 
8-8^x4J4x^ 


33x17^x4^ 

41x23Hx4J^ 


$200.00 
$250.00 



Mirrors supplied without mitre lines if desired. 

For colored door frames, add $10.00. 

For colored cabinet and door frames, add $30.00. 



NOTE: Add $40.00 to list prices for gold back mirrors in 
place of regular silver mirrors. 

For prices of mirrors only see page 15. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Par f ait ^^ Cabinets and NLirrors 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 



This cabinet is the Straight Top *Tarfait" with side 
mirrors. There is a constant demand from those who 
want extreme simplicity for this type of cabinet. 



In addition to being used as a medicine cabinet in 
the bathroom, It is adapted for use as a dressing mirror 
and cabinet elsewhere. 




Straight Top *TarfaIt" Recess Cabinet with Side Mirrors 
(Patents 1646200, 1707013) 



STRAIGHT TOP "PARFAIT" RECESS CABINETS 
WITH SIDE MIRRORS 



STRAIGHT TOP "PARFAIT" 
TRIPLICATE MIRRORS ONLY 

(No Cabinet) 



Catalogue No. 


Center 

Mirror 


Side 

Mirrors 


Glass Shelves 


Rough Opening 


List Price 


ST-75 

ST-76 


18x22 

22x27^ 


8x22 

10x275/^ 


3-13>^x4^Xt"s 
4-17^/^x4^x/s 


14^x20^x4>^ 
18>^x245^x4>4 


$140.00 
$165.00 







Catalogue No. 


Center 
Mirror 


Side 
Mirrors 


List Price 


ST-975 

ST-976 


18x22 
22x27^ 


8x22 
10x27^ 


$90.00 
$115.00 







(For Cabinet details see page 21) 
For colored door frames, add $10.00. 
For colored cabinet and door frames, add $25.00. 

SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 3 3^ and 4j/^ inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTE: On new work where this cabinet is to he installed in brick or gypsum wall, 
the HOEGGER Steel Buck described on page 31 should be used. 



These Mirrors are equipped with HOEGGER'S 
patented Concealed Hanger as described on page 33. 



NOTE: Add $40.00 to list prices for go:cl 
back mirror in place of regular silver mirror. 

For colored mirror frames, add $10.00. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Hw ^^PPh Cabinet and Dressing Mirror 



%»^ 







^^- ^y^'^^T^ 



ELECTRICALLY WELDED STEEL RECESS SUPPLY CABINET 

Genuine French Plate Mirror Entirely Conceals the Cabinet 




"Imperiale'' Recess Supply Cabinet 
and Dressing Mirror 

(Patents 1646200, 1707013) 

This new product by HoEGGER provides ample room 
for storage of the necessary bathroom supplies in the 
bathroom, and at the same time provides a beautiful 
dressing mirror. 

The mirror on the cabinet illustrated is 20 inches wide 
and 60 inches high. 

The depth of the cabinet must necessarily be deter- 
mined by the room available on the job. Regularly fur- 
nished 4j/>" deep, but can be supplied any depth up to 
12'' on order. 

Prices of other depths on application. 

The mirror frame is 7/16 inch solid brass, regularly 
finished in Wyco (white) or Crodon (chromium plate), 
but can be furnished in colors if desired. 

Colored mirror frames furnished at prices shown. 
Price of Colored cabinet and mirror frame on applica- 
tion. 

Cabinet is equipped with 4 plate glass shelves, adjust- 
able every 2 inches, and 1 stationary shelf at bottom. 



Recess Supply Cabinet and Dressing Mirror 

C-65— 20 X 60" Mirror— Cabinet 4H" deep 

(Leave Rough Opening W/2 x 58J/2 x 4^") 
0-965-8—20 X 60" Mirror Only 



$225.00 
$100.00 



Recess Supply Cabinet with Triple Dressing Mirrors 

C-66— 20 X 60" Center Mirror ) ^ ^ . , ,,,„ , 

10 X 60" Side Mirrors [ ^^^''""^^ ^^ *^^^P $375.00 

(Leave Rough Opening 18^x58^x4^4") 



G-65 — *'Imperiale" Recess Supply 
Cabinet and Dressing Mirror 

(Patents 1646200, 1707013) 

Bottom of Cabinet should be 12 inches above finished floor line 



C.966-S-Triple Mirrors Only [ 20 x 6r Center Mirror } ^ _ 

( 10 X 60 bide Mirrors ) 
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^^Imperiale^^ Cabinets and ^Airrors 

ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 

"Imperiale'' Recess Medicine Cabinet 

(Patents 1646200, 1707013) 
One of Hoegger's most popular medicine cabinets. The narrow 
7/16'"' frame around the French Plate Mirror, finished in Crodon, 
Wyco (white) or color (on order), makes this cabinet distinctly 
individual and attractive. The door covers the* entire cabinet — 
there is no knob to mar the straight line symmetry. It is opened 
by placing the fingers under the bottom edge of the frame. Doors 
open to left on order. 

Mirrors supplied without mitre lines if desired. 

"IMPERIALE" RECESS MEDICINE CABINETS 




*Imperiale'* Medicine Cabinet 
(Patents 1646200, 1707013) 



Catalogue No. 


Mirror 


Glass Shelves 


Rough Opening 


List Price 


C-61 

C-62 

C-63 


lGx22 
20x26 
24x30 


3-13^x454x1^ 
4-17^x4^xtV 
4-21^x4^X1^ 


14^x20^/4x4^ 
18^x24Hx4i/4 
22^/4x28^x4^ 


$50.00 

$75.00 

$100.00 



(For Cabinet details see page 21) 
Colored door frames at prices shown. 
For colored cabinet and door frame, add $15.00, 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3^ and 4^ inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

^'IMPERIALE" MIRRORS ONLY (No Cabinets) 



Catalogue No. 


Mirror 


List Price 


C-961-S 


16x22 
20x26 
24x30 


$35.00 
$50.00 
$65.00 


C-962-S 


C-963-S 



These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger, de- 
scribed on page 33. 

NOTE: Add $20.00 to list price for gold back mirror in place of 
regular silver mirror. 

Colored mirror frames at prices shown. 
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NOTE: On new work where this cabinet is to be installed in brick or gypsum wall, the HOEGGER Steel Buck described on page 31 should be used. 

Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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^^Imperiale^^ Cabinets and Mirrors 



rJ ^K Tir ^ 
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■'^^^_M£^^ 



ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




"Imperiale" Medicine Cabinet with Side Mirrors 

(Patents 1646200, 1707013) 

^^IMPERIALE" CABINETS WITH SIDE MIRRORS 



Catalogue 

No. 


Center 

Mirror 


Side 

Mirrors 


Glass 
Shelves 


Roug-h 
Opening 

14^x20^x4^ 
18^x24^x4^^ 
22/2x283^x4^ 


List 
Price 

$90.00 
$125.00 
$160.00 


C-86 

C-87 

C-88 


16x22 
20x26 
24x30 


8x22 
10x26 
12x30 


3-13Kx4^xA 
4-17^x4^x^ 
4-215^x434xA 



(For Cabinet details see page 21) 
Colored door frames at prices shown. 
For colored cabinet and door frame, add $15.00. 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3^ and 4>^ inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep .Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

'IMPERIALE" TRIPLICATE MIRRORS ONLY 
(No Cabinet) 



Catalogue 
No. 


Center 
Mirror 


Side 
Mirrors 


List 
Price 


C-986-S 


16x22 
20x26 
24x30 


8x22 
10x26 
12x30 


$70.00 

$95.00 
$120.00 


C-987-S 


C-988-S 





These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger, de- 
scribed on page 33. 



"IMPERIALE" RECESS 
MEDICINE CABINETS 
WITH SIDE MIRRORS 

This cabinet is the same as 
the "Imperiale" described on 
the opposite page with side mir- 
rors added. 

The increasing demand for 
side mirrors and the straight 
line design has made the cabinet 
popular. 

The 7/16" frame Is regu- 
larly finished In Crodon (chro- 
mium plate) or Wyco (white), 
but can be supplied any color 
on order. 

Door opens to left on order. 

Mirrors supplied without mi- 
tre lines if desired. 
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Typical Insta11ation!i« of "Imp^riale" Cabinets 
With Side Mirrors 

NOTE: On new work where this cabinet is to be 
installed in brick or gypsum wall, the HOBGGER Steel 
Buck described on page 31 should be used. 

NOTE: Add $40.00 to list prices for gold 
back mirror in place of regular silver mirror. 



Colored mirror frames at prices shown. 

Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order 
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Oval - Imperiale 



yf 



CABINETS 
MIRRORS 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




''Oval-Imperiale'' Medicine Cabinet 

(Patents 1646200, 1707013) 

A new cabinet by Hoegger^ correct in every point of design 
and construction. 

This cabinet was first displayed In New York, as a special 
cabinet, and created such a wide demand among the architectural 
profession that it Is now made as a part of the regular line. 

The door has no knob, it Is opened by placing fingers under 
bottom edge of frame. 

The standard finish of the door is black with Crodon frame, 
but any color can be furnished on order. 

"0VAL-IMP£RIALE" recess medicine CABINET 



Cat. No. 


Mirror 


Prame 


Glass Shelves 


Roug-h, Opening 


List Price 


C-49.. 


16^x21M 20x26 4-17Hx4^xt'^ 


18Hx243^x4H 


$100.00 



*'Oval-Imperiale" Medicine Cabinet 
(Patents 1646200, 1707013) 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3>4 and 4^ 
inches deep at the prices shown, but can also be supplied 
in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 



(Cabinet Details Below) 

Colored door frames at prices shown. 

For colored cabinet and door frame, add $15.00. 

NOTE: On new work where this cabinet is to be installed in brick or gypsum 
wall, the HOEGGER Steel Buck described on page 31 should be used. 

"OVAL-IMPERIALE" MIRROR ONLY (No Cabinet) 



Catalogue No. 


Mirror 


Frame 


List Price 


C-949-S. 


16^x213/4 


20x26 


$75.00 



These Mirrors are equipped with HOEGGBR'S Patented Concealed Hanger, 
described on page 33. 

NOTE: Add $20.00 to list price for gold back mirror in place of 
regular silver mirror. 



Colored mirror frames at prices shown. 

DIMENSION DIAGRAM 

RECESS MEDICINE CABINETS 

Note that these cabinets fit flush against the wall and do not have return flanges. 
Cabinet cases are made of 14 gauge enameled steel. 

Leave Rough Opening — ]/2 inch more than dimensions F and G. 
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CATALOGUE NUMBERS 


DIMENSIONS IN INCHES 
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actf 


Pmcq 




a 









-go 


A 


B 


c 


D 


F 


G 


H 


C-50-P 
C-51-P 


ST-50 
ST-51 


C-75-P 

C-76-P 


ST-75 
ST-76 


C-61 
C-62 
C-63 


C-49 


C-43-P 
C-40-P 


C-42-P 
C-41-P 


c-44 

C>45 


C-46 
C-47 


213 
214 
215 


233 
234 
235 


22 
26 
30 


16 
20 
24 


5^ 
5^ 
5^ 


4^ 
4/2 
45^ 


20 
24 

28 


14 
18 
22 


1 
1 
1 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Wall Safe Recess Cabinets 




ELECTRICALLY WELDED STEEL RECESS CABINETS 

Door Entirely Conceals Cabinet 

Wall Safes Concealed With a Plain or Ornamental Mirror or Any Decorative 
Article That May be Mounted on a Frame 




(Patents 1646200, 1707013) 



Any HoEGGER recess cabinet or any article suitable 
to be mounted on a frame may be easily adapted to en- 
tirely conceal a wall safe as shown in the illustration 
above. 

The doors of Hoegger recess cabinets entirely con- 
ceal the cabinets. It is therefore an easy operation to 
cut the proper hole in the rear of the cabinet case to 
permit the wall safe to open. 

All hinges, door stops, catches, etc., are concealed, 



thereby giving the appearance of a beautiful mirror or 
other article hanging flat against the wall. 

The steel case is four and one-half inches deep and is 
recessed flush with the wall. The back is cut to meet 
the requirements of the wall safe for each installation. 

Cabinet may have a plain or ornamental mirror front 
or Hoegger will mount any decorative article suitable 
on the cabinet door, thus allowing a wide selection of 
decorations. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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^^Imperiale - Par fait 



yj 



CABINETS 
MIRRORS 



,/^ 



t5^. 




^" 



ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




'Imperiale-Parfait" Medicine Cabinet 
(Patents 1646200, 1707013) 




C-43-P C-40-P 

Typical Installation of **Imp^riale-Parfait" 
Medicine Cabinets. 



"Imperiale-Parfait" Recess Cabinets 

(Patents 1646200, 1707013) 

"Studied simplicity*' is the keynote of true art, and in this pop- 
ular design Hoegger craftsmen have produced a medicine cabinet 
which has appealed to all who have seen it. 

The narrow 7/16'' frame, finished in Crodon, Wyco (white) 
or color (on order) is correctly proportioned and makes a neat clean 
frame for the genuine French Plate Mirror. 

Doors open to left on order. 

Mirrors supplied without mitre lines if desired. 

"IMPERIALE-PARFAIT'* RECESS CABINETS 



Catalogue No. 


Mirror 


Glass Shelves 


Rough Opening 


List Price 


C-43-P 

C-40-P 


16x27 
20x32 


3-133^x4^^X1"^ 
4-175^x4^/^X1^ 


14^^x20^x4^^ 
18^x243^x4^/^ 


$85.00 
$110.00 



(For Cabinet details see page 21) 
Colored door frames at prices shown. 
For colored cabinet and door frame, add $15.00. 

SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 35^ and 4H inches deep at the 
prices shown, but can also be supplied in the following depths on order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTFi On new work where this cabinet is to be installed in brick or gypsum 
wall, the HOEGGER Steel Buck described on page 31 should be used* 

"IMPfiRIALE-PARFAIT" MIRRORS ONLY (No Cabinets) 



Catalogue No. 


Mirror 


List Price 


C-943-SP 


16x27 
20x32 


$60.00 
$80.00 


C-940-SP 





These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger, de- 
scribed on page 33. 

NOTE : Add $20.00 to list price for gold back mirror in place of regu- 
lar silver mirror. 

Colored door frames at prices shown. 



^^Sr^jK^^y^t^F. 











Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Imperiale - Par fait 



ff CABINETS 

MIRRORS 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




"Imperiale-Parfait" Cabinet with Side Mirrors 
(Patents 1646200, 1707013) 

"IMPERIALE-PARFAIT" CABINETS 



Catalogue 
No. 


Center 
Mirror 


Side 
Mirrors 


Glass ShelvesiRoug-h Opening- 


List Price 


C-42-P . . . 
C-41-P... 


16x27 
20x32 


8x22 
10x26 


3-13^x4^Xi1i 
4-17J^x454x^ 


14^x20^x4^ 
18^^x24^x4^ 


$150.00 
$185.00 



Colored door frames at prices shown. 

For colored cabinet and door frame, add $15.00. 

SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 3>^ and 4^^ inches deep at the 
prices shown, but can also be supplied in the following depths on order— 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

"IMPERIALE-PARFAIT" TRIPLICATE MIRROR ONLY 

(No Cabinet) 



C-42-P 



"IMPERIALE-PARFAIT" 

CABINET WITH SIDE 

MIRRORS 

In combining side mirrors of 
matched design with the 
''Imperiale-Parfait" cabinet, 
HoEGGER offers a striking ex- 
ample of art and simplicity. 

The 7/16''' frame is regularly 
furnished in the non-tarnishable 
Crodon or Wyco (white) but 
can be furnished in any color 
on order. 

Mirrors supplied without mi- 
tre lines if desired. 

(For Cabinet details see page 21) 
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C-41-P 



Catalogue No. 



Center 

Mirror 



C-942-SP. 
C-941-SP. 



16x27 
20x32 



Side 
Mirrors 



8x22 
10x26 



List Price 



$110.00 
$135.00 



scrihVdTn pagr''^ ''''^ equipped with HOBGGER'S Patented Concealed Hanger, de- 
Colored mirror frames at prices shown. 



Typical Installations of "Imperiale-Parfait" 
Cabinets Tfith Side Mirrors 

NOTE: On new work where this cabinet is to be 
installed in brick or gypsum wall, the HOEGGER Steel 
Buck described on page 31 should be used. 

NOTE: Add $40.00 to list prices for gold 
back mirror in place of regular silver mirror. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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ColoniaV^ Cahinets and Mirrors 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




"Colonial" Medicine Cabinet 

(Patents 1646200, 1707013) 





"Colonial" Recess Medicine Cabinet 

(Patents 1646200, 1707013) 

A new design in simplicity by Hoegger, created to meet an 
increasing demand for a medicine cabinet that will harmonize 
with the beautiful designs of this period. 

The 7/16'' brass frame is regularly furnished in Crodon 
(chromium plate) or Wyco (white), but can be supplied in any 
color on order. 

Doors open to left on order. 

Mirrors supplied without mitre lines if desired. 

"COLONIAL" RECESS MEDICINE CABINETS 



Catalogue No. 


Mirror 


Glass Shelves 


Rough Opening 


List Price 


C-44 

0-45 


16x27 
20x32 


3-13Hx4J4xt\ 
4-173^x4^x^ 


14/2x20^x4^4 
18^4x24^x4/ 


$75.00 
$100.00 









(For Cabinet details see page 21) 

Colored door frames at prices shown. 

For colored cabinet and door frame, add $15.00. 



SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 3/ and 4/ inches deep 

at the prices shown, but can also be supplied in the following depths on 

order — 

6 inches deep Add $10.00 

8 inches deep .Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTE: On new work where this cabinet is to be instaUed in brick or gyf'sum 
wall, the HO EGG BR Steel Buck described on page 31 should be used. 

''COLONIAL" MIRRORS ONLY (No Cabinets) 



Catalogue No. 


Mirror 


List Price 


C-944-S 


16x27 
20x32 


$50.00 
$70.00 


C-945-S 





c-44 C-45 

Typical Installation of "Colonial" 
Medicine Cabinets 



These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger 
as described on page 33. 

NOTE: Add $20.00 to list price for gold back mirror in place of 
regular silver mirror. 

Colored mirror frames at prices shown. 



Ho€gger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Gotldc^^ Cabinets and Mirrors <^ 



ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Genuine French Plate Mirror Entirely Conceals the Medicine Cabinet 




*'Gothic" Medicine Cabinet 

(Patents 1646200, 1707013) 




C-46 



C-47 



Typical Installation of "Gothic" 
Medicine Cabinets 



NOTE: On new work zvhere this cabinet is to be 
installed in brick or gypsmn wall, the HOIIGGER Steel 
Buck described on page 31 should be used. 



''Gothic'' Recess Medicine Cabinet 

(Patents 1646200, 1707013) 

In combining simplicity with the rich Gothic design, Hoegger 
has created a medicine cabinet which, during the short time it 
has been manufactured, has become one of the most popular 
cabinets. 

The mirror frame, while regularly furnished in Crodon (chro- 
mium plate) or Wyco (white) may be ordered in any color. 

Doors open to left on order. 

Mirrors supplied without mitre lines if desired. 

"GOTHIC" RECESS MEDICINE CABINETS 



Catalogue No. 


Mirror 


Glass Shelves 


Rough Opening 


List Price 


C-46 

C-47 


16x27 
20x32 


3-13^x4^X1"^ 

4-175^x4^xt1t 


14^x20^x4^^ 
18^x24^x4^ 


$75.00 
$100.00 



(For Cabinet details see page 21) 
Colored door frames at prices shown. 
For colored cabinet and door frame, add $15.00. 

SPECIAL DEPTH CABINETS 
These cabinets are regularly furnished 3^ and 4}^ inches deep at 
the prices shown, but can also be supplied in the following depths on 
order — 

6 inches deep Add $10.00 

8 inches deep Add 15,00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

"GOTHIC" MIRRORS ONLY (No Cabinets) 



Catalogue No. 


Mirror 


List Price 


C-946-S 


16x27 
20x32 


$50.00 
$70.00 


C-947-S 





These Mirrors are equipped with HOEGGBR'S Patented Concealed Hanger, 
described on page 33. 

NOTE : Add $20.00 to list prices for gold back mirror in place of 
regular silver mirror. 

Colored mirror frames at prices shown. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Standard^^ Recess Medicine Cabinets 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Mirror Entirely Conceals the Medicine Cabinet 




No. 214 "Standard" Medicine Cabinet 
(Patents 1646200, 1707013) 



Nos. 213, 214 and 215 Recess 
Medicine Cabinets 

(Patents 1646200, 1707013) 

The highest type of "Standard" Medicine Cabinet, Doors 
have concealed hinges and stops. No knob, door is opened 
by placing fingers in recess at bottom edge of frame. 

Baked white enamel finish. Colors on order only. 

For colored cabinets and door frames, add 20% to prices 
shown. 

Equipped with lock and key when specified. Add $10.00 
to list price. 

Doors open to left or right. 
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Nos. 213, 214 and 215 "STANDARD" RECESS MEDICINE CABINETS 



Catalog:ue No. 


Mirror 
Size 


Glass Shelves 


Rough Opening 


List Price 


Plain 
Mirror 


Beveled 

Mirror 


Plain 
Mirror 


Beveled 

Mirror 


213 
214 

215 


2213 
2214 
2215 


14x20 
18x24 
22x28 


3-13^x4^XT^ 
4-17^x4^4xA 
4-21^x4^4xA 


14^x20J/^x4^ 
18^x24/2x4/2 
22Kx28/x4>4 


$30.00 
$50.00 
$62.00 


$32.00 
$52.00 
$66.00 



(For Cabinet details see page 21) 

SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 3/ and 4/ inches deep at 

the prices shown, but can also be supplied in the following depths on 

order — 

6 inches deep Add $10.00 

8 inches deep Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTE: On new ivork where this cabinet is to be installed in brick or gypsum 
wall, the HOEGGER Steel Buck described on page 31 should be used. 
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Typical Instnllatlons 
Alediciue Cabinet^ 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Standard^^ Recess Medicine Cabinets 



^ -\ ^*^<^ 
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* \N>^ i«J ft^ 



ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 




No. 234 "Standard" Medicine Cabinet 

(Patents 1646200, 1707013) 



Nos. 233, 234 and 235 Two-Thirds 
Door Recess Medicine Cabinets 

This cabinet is exactly the same construction as the 213, 
214 and 215 with the exception of the two-thirds door in 
place of the full door, which leaves an exposed shelf, so de- 
sirable in hotels and apartments. 

Baked white enamel finish. Colors on order only. 

For colored cabinets and door frames, add 20% to prices 
shown. 

Doors open to left on order, add $5.00 to prices showm. 

Equipped with lock and key when specified. Add $10.00 
to list price. 
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Nos. 233, 234 and 235 "STANDARD" RECESS MEDICINE CABINETS 



Catalogue No. 


Mirror 
Size 


Glass Shelves 


Rough Opening 


Height of 

Exposed 

Shelf 


List Price 


Plain 

Mirror 


Beveled 
Mirror 


Plain 
Mirror 


Beveled 

Mirror 

$29.00 
$46.00 
$54.00 


233 
234 
235 


2233 
2234 
2235 


14x13 
18x16 
22x19 


3-13^x434x^ 
4-17^x4J4x^ 
4-21^x4^X1^ 


14^x20^x4^/^ 
18^x24 J^x4>4 
22^x28^x4^ 


6" 
7" 

8" 


$28.00 
$44.00 
$50.00 



(For Cabinet details see page 21) 



SPECIAL DEPTH CABINETS 

These cabinets are regularly furnished 3^ and 4^ inches deep 

at the prices shown, but can also be supplied in the following depths on 

order — 

6 inches deep Add $10.00 

8 inches deep .Add 15.00 

10 inches deep Add 20.00 

12 inches deep Add 25.00 

NOTE: On nczv work where this cabinet is to be installed in brick or gypsum 
wall, the HOBGGBR Steel Buck described on page 31 should be used. 
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Typical Installations of 
Medicine Cabinets 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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iw ^^Standard^^ Recess Medicine Cabinets 



ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 
Mirror Covers Cabinet Only — Cabinet Flange Exposed 





240 and 241 Recess Medicine Cabinets 

For installations Avhere a less expensive cabinet than the 213, 
214 or 215 is desired. 

Doors cover cabinet only — cabinet flanges are exposed. 

Baked white enamel finish. Colors on order. 

These cabinets have small brass pivot hinges, otherwise of the 
same construction as the more expensive cabinets. 

Equipped with lock and key when specified. Add $10.00 to 
list price. 

For colored cabinets and door frames, add 20% to prices shoAvn. 

Return flanges for 3'' partitions, $4,00 each. 

Doors open to left or right. 



No. 240 "Standard" Medicine Cabinet 



Nos. 240 and 241 "STANDARD" RECESS MEDICINE CABINETS 



Catalogue No. 


Mirror 

Size 


Glass Shelves 


Rough Opening- 


List 


Price 


Plain 
Mirror 


Beveled 
Mirror 


Plain 
Mirror 


Beveled 
Mirror 


240 
241 


2240 
2241 


16x^^ 

20x26 


3-17^x43^X1% 
3-21^x4^x^ 


18^x24^-^x4^ 
22^x28^x4^ 


$32.00 
$44.00 


$33.00 
$46.00 



(Cabinet details below) 
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DIMENSION DIAGRAM FOR CABINETS 

Nos. 240, 241— Plain Mirrors. 

Nos. 2240, 2241— Beveled Mirrors. 



Catalogue No. 


Mirror 
Size 


Dimensions in inches 


Plain 
Mirror 


Beveled 
Mirror 


A 


B 


C 


D 


p 


G 


H 


240 
241 


2240 
2241 


16x22 
20x26 


27 
31 


21 
25 


53/8 
5-/8 


4/2 
4/ 


233/ 
273/ 


17/ 
21/ 


m 



Rough Opening: Allow / inch larger than dimensions F and G. 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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^^Standard^^ Recess Medicine Cahinets 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 

Mirror Covers Cabinet Only — Cabinet Flange Exposed 

"Standard'' Recess Cabinet with Side Mirrors 



These Cabinets are of the same construction as the 
240 and 241, shown on the opposite page, with the ex- 
ception that side mirrors have been added. These side 
mirrors are hung on piano hinges, a sturdy and noiseless 
support, which allow^s perfect freedom of movement, but 



still retains enough stiffness to keep the mirrors in any 
position desired. 

The finish is baked white enamel throughout. 

The workmanship and finish on Hoegger products 
are the same regardless of price. 




"STANDARD" RECESS MEDICINE CABINETS 
WITH SIDE MIRRORS 



Catalogue No. 


Center 
Mirror 


Side 

Mirrors 


Glass Shelves 


Overall 
Width 


Rough Opening 


List Price 


Plain 

Mirror 


Beveled 
Mirror 


Plain 
Mirror 


Beveled 
Mirror 


242 
243 


2242 
2243 


16x22 
20x26 


10x22 
12x26 


3-17>^x4HxA 
3-21^x4^X1^ 


43 
51 


18>^x24^x4^ 

22Hx28^x4>^ 


$60.00 
$74.00 


$62.00 
$78.00 



For colored cabinets and door frames, add 20% to 
prices shown. 



For cabinet details, see page 29. 

Equipped with lock and key when specified, add $10.00 
to list price. 



Doors open to left or right. 

Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 




Recess Medicine Cabinet ''°''d™S'°'' 




ELECTRICALLY WELDED STEEL RECESS MEDICINE CABINETS 



Constructional Features and Methods of Installation 



HoEGGER electrically welded Steel Medicine Cabi- 
nets are made of 14 gauge steel, finished with baked 
white enamel which will not crack, blister or change 
color under the steam vapors and heat of the bathroom. 

They may be Installed in a Hoegger Steel Buck or a 



wooden buck built by the contractor. See details below. 
The exact rough opening and location from the fin- 
ished floor are given under each cabinet. The location 
of outlet boxes for electric lights will also be found on 
these diawings. 



TYPICAL INSTALLATION OF RECESS MEDICINE CABINETS SHOWING HOEGGER 

STEEL BUCK AND WOOD BUCK 



S 



<> 



WOOD STRIP ■ 



^^>M:^^-;^^a^^i^ 



PLASTER OR/ 
TILE LINE 



CABINET DOOR 



-STEEL BUCK 



STEEL 
-CABINET BOX 



t 



^ 



METAL BACKING 
;:>:C<^ f^OR MIRROR-^ 




Horizontal Section Tlirough «<Parfait'' Cabinet 
Slioiring^ Hoegger Steel Buck. 



3/4" WOOD BUCK 



METAL LATH 
BEVELED EDGE 
OF WOOD BUC 







STEEL 
-CABINET BOX 



IMPORTANT 

WOOD BUCK MUST BE 
BEVELED ON THIS EDGE 



CABINET DOOR 



Horizontal Section Through **lnip^riale" Cabinet 
Showing 1^00 d Buck. 



IMPORTANT— Tile or plaster must be kept flush and to an even plane around 
wail opening so that cabinet flange will fit tightly against the wall. 



HOEGGER STEEL BUCK FOR RECESS CABINETS 
(Patent 1715032) 

A pressed steel buck, 4j^-in. deep, which is built into place in a definite 
location at the time the terra cotta partition is laid up. Eliminates necessity 
of cutting the required opening in the partition after the walls have been laid 
and finished. Saves much time and labor and gives a much better appearance 
to the finished job. Buck acts as a ground for plaster, giving a straight, flush 
finished plaster job — cabinet therefore fits absolutely flush against the wall in 
all cases. 




Hoegger Steel Buck for 
Recess Medicine Cabinets 

(Patent 1715032) 
List price, all sizes. . .$12.00 
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Standard^^ Wall Cabinets 




ELECTRICALLY WELDED STEEL MEDICINE CABINETS — SURFACE TYPE 




These cabinets are made from 
heavy gauge steel and are the 
highest quality in workmanship 
and finish, electrically welded 
throughout. 

Baked white enamel finish. 

Doors open to left or right. 

For colored cabinets and door 
frames, add 20% to prices 
shown. 




No. 320 WALL CABINET 



Nos. 314 and 315 WALL CABINETS 



Catalogue No. 


Mirror 

Size 


Glass 

Shelves 


Outside 

Size 


List Price 


Plain 

Mirror 


Beveled 
Mirror 


Plain 

Mirror 


Beveled 

Mirror 


320 


2320 


12x18 


3-17^x4x^ 


18x23x5 


$30.00 


$31.00 



With lock and key, add $10.00 to list price. 




Catalogue No. 


Mirror 

Size 


Glass 
Shelves 


Outside 

Size 


List Price | 


Plain 

Mirror 


Beveled 

Mirror 


Plain 
Mirror 


Beveled 
Mirror 

$31.00 
$60.00 


314 
315 


2314 
2315 


14x20 
18x24 


3-15^x4]^xf5 16x22x6 
4-195/^x4^x^ 20x26x6 


$30.00 
$58.00 



With lock and key, add $10.00 to list price. 




No. 2300 WALL CABINET (Beveled Mirror Only) 



No. 340 CORNER CABINET 



Catalogue 
No. 


Beveled 
Mirror 


Glass 
Shelves 


Outside 
Size 


List Price 


2300 


12x16 


2-153/ix4^xA 


16x20x5 


$20.00 



Catalogue No. 


Mirror 

Size 


Glass 

Shelves 


Outside 

Size 


List Price 


Plain 

Mirror 


Beveled 
Mirror 


Plain 
Mirror 


Beveled 

Mirror 


340 


2340 


14x20 


3-14lxl4fxA 


221x251x12 


$58.00 


$60.00 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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^iiirYor Index 




HoECGER mirrors are available in many shapes and sizes 
from stock, and are made to your design and specifications 
on order. 

Most of the mirrors which form the doors of Hoegger 
medicine cabinets are also supplied as mirrors only and 
will be found listed on these pages. 



The construction and finish of the frames is the result 
of long experience in meeting the requirements of all 
types of installations, 

Hoegger mirrors are equipped with a patented con- 
cealed hanger described at the bottom of this page. 



PAGE 

Bathroom Mirrors S7 

Club and Hotel Mirror Combinations 38 

Colonial Mirrors 25 

Dental and Shaving Mirrors 35 

Dressing Mirrors I3 

Dressing Mirrors, Triplicate 18 

Golf Club Mirrors 35 

Gothic Mirrors 26 

Hotel and Club Mirror Combinations 38 

Imperiale Mirrors 19 



PAGE 

Imperiale Triplicate Mirrors 20 

Imperiale Parf ait Mirrors 23 

Imperiale Parfait Triplicate Mirrors 24 

Parfait Mirrors 13 

Parfait Triplicate Mirrors 15 

Parfait Straight Top Mirrors.. 14 

Parfait Straight Top Triplicate Mirrors 17 

Shaving and Dental Mirrors 35 

Utility Mirrors, Rectangular and Ova! 34 

Wall Safe Mirrors 22 



Hoegger Patented Concealed 
Mirror Hangers 

Hoegger patented mirror hanger 
consists of two parts, the hanger 
proper, which is fastened to the wall 
with screws or toggle bolts, and the 
pockets or strips, which are fastened 
to the mirror and hook over the 
hanger. This makes a safe, rigid 
mounting, which holds the mirror 
tightly against the wall surface. To 
remove the mirror simply raise it 
straight up for a distance of about 
two inches. 




WALL 
FACE 
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Utility NLirrors 



CONCEALED 
HANGERS 




These mirrors are of the same construction as those 
used on the *'lmperiale" Medicine Cabinets, and are 
available in any size or shape. Stock sizes only are listed 
on this page. They are hung flat against the wall with 
our Patented Concealed Hanger, no screws or fastening 
of any kind exposed. 




C-900-S MIRROR 

7-16'' Brass Frame 

Wyco or Crodon Finish 



WYCO FRAME CRODOX FRAME 


Mirror 
Ins. 


\v-»oo~s 

Plain 


W-290O-S 

Beveled 


Mirror 
Ins. 


C-flO0-S 

Plain 


C-2900-S 

Beveled 


12x18 
14x20 
18x24 


$16.40 
19.00 
25.00 


$17.40 
21.00 
27.00 


12x18 
14x20 
18x24 


$17.10 
19.90 

27.00 


$18.10 
21.90 
29.00 



^ 



METAL 

HANGER 

SECURED TO 

WALL WITH 

SCREWS OR 

TOGGLE 

BOLTS 



[Ql 



,^ 



POCKETS 

ON 

MIRROR 

BACK 



IMPORTANT 

When ordering mirrors give 
first the width and then the 
height or state definitely 
which way the mirror will 
be hung so that the hangers 
may be properly placed. 



Frames made of solid brass, finished in Crodon (chro- 
mium plate), Wyco (white), or colors on order. 

For colored mirror frames use "Crodon'* prices. 

Frames furnished in 18% solid polished nickel silver, 
same price as Crodon. 




C-909-S MIRROR 

7-16'' Brass Frame 

Wyco or Crodon Finish 



WYCO FRAME 


CRODON FRAME 


Mirror 
Ins. 


W-909-S 

Plain 


Beveled 


Mirror 
Ins. 


C-909-S 

Plain 


C-2»09-S 

Beveled 


12x18 
14x20 


$17.90 
20.80 


$18.90 
22.80 


12x18 
14x20 


$18.20 
21.30 


$19.20 
23.30 


18x24 

24x30 


27.00 
37.50 


29.00 
40.50 


18x24 
24x30 


28.00 
39.50 


30.00 
42.50 


24x36 

24x48 
24x60 


42.50 
51.00 
58.00 


47.50 
59.00 
68.00 


24x36 

24x48 
24x60 


44.00 
53.00 
61.00 


49.00 
61.00 
71.00 




Mefdrl FVame^ 



Hoe^^er Patented Concealed Hanger 

^^99^'- Cabinets and Mirrors can be furnished to your design and specifications on order 

[34] 




Nj ^ "^ :^ - 



Dental and Shxiving M^irrors 




HoEGGER dental and shaving mirrors are made in glass, polished edges, and are hung with Hoegger*s 

many sizes and combinations. They are made of plate Patented Concealed Hanger, described on page 33. 





C-980-S $15.00 



Mirror 14 x 19" 



C-967-S $12.00 

Mirror 12 x 18" 




C-968-S $15.00 



Mirror 19 x 14" 




Swivel Shaving Mirror 



Mirror 10 x 13" 



W-910-S (Wyco) 
C-910-S (Crodon) 



.$30.00 
.$32.00 
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Golf Club Mirrors 




FOR LOCKER ROOMS OF CLUBS, HOTELS AND RESTAURANTS 




C-983-S 
LOCKER ROOM MIRRORS AND SHELF COMBINATIONS 





MIRRORS ONLY 


MIRRORS, GLASS SHELF AND 
RAIL (Illustrated) 


Catalogue 
Number 


C-980-S 

Single Mirror 


C-982-S 

Triple Mirror 


C-981-S 

Single Mirror 


C-983-S 

Triple Mirror 


Center Mirror. 
Siflf TVrirrors 


14x19" 


14x19" 
8x19" 


14x16" 


14x16" 
8x16" 








Glass Shelf 






4x14x1%" 
14x19" 


4x14x1% " 
31x19"' 


Overall Size. . . . 
List Price 


14x19" 


31x19" 


$15.00 


$35.00 


$23.00 


$40.00 



These Mirrors are equipped with HOEGGER'S Patented Concealed Hanger, described on page 33. 




Solid Brass, "Crodon," Removable Locker Room Tray 
Another Hoegger product which has been specified and used in many- 
fine golf clubs. Tray is of solid brass throughout, finished in the new 
non-tarnishable Crodon. Hole is drilled in table and bottom socket 
screwed to the underside. When a tray is desired it is simply pushed into 
this socket. When removed table top is left clear and free from unde- 
sirable marks. 

C-630 $36.00 

Extra sockets made to order only $3.00 each 




C-981-S $23.00 

Mirror, 14x16" 
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Bathroom Mirrors 



CONCEALED 
HANGERS 



The frames of these mirrors are made of heavy brass, 
nickel silver or steel as indicated, filled with well-sea- 
soned wood. They are finished in Wyco (white) or 
colors (on order). The NS-901 and NS-2901 are pol- 
ished nickel silver frames unless otherwise specified. 

Sizes shown are carried in stock, other sizes on order. 




Hoegger Concealed Hangers are used on all these 
mirrors. It is a slotted metal plate, mounted in each 
corner of the mirror frame, which fits over the head of 
a No. 8 flat head wood screw. These hangers allow 
the mirror to be hung in either position. 




NS-901 Mirror 



:^y 



HOEGGER 



v^ 



CORNER HANGER 




y^i 



BACK VIEW 
Concealed Hangrer — 901, 906 and 907 Mirrors. 




Section through 901 and 907 Mirrors 

No. 901 and 2901 MIRRORS 
%'' Brass Wyco Frame 



Size 

Ins. 


No. 901 

Plain Mirror 


]Vo. 2901 

Beveled Mirror 


12x18 
14x20 
18x24 
24x30 
24x36 


$18.00 
22.00 
26.00 
42.00 
48.00 


$19.00 
24.00 
28.00 
45.00 
52.00 



No. NS-901 and NS-2901 MIRRORS 

W Nickel Silver Polished Frame 



Size 

Ins. 


No. NS-901 

Plain Mirror 


No. NS-2901 

Beveled Mirror 


12x18 
14x20 
18x24 

24x30 
24x36 


$15.00 
18.00 
22.00 
36.00 
42.00 


$16.00 
20.00 
24.00 
39.00 
46.00 



No. 907 and 2907 MIRRORS 
1'' Brass Wyco Frame 



Size 
Ins. 


No. 907 

Plain Mirror 


No. 2907 

Beveled Mirror 


18x24 
20x27 

22x30 


$28.60 
33.00 

37.70 


$30.60 
36.00 

40.70 




Section throiig:h 906 Mirrorjs 



H" 


No. 906 MIRRORS 
White Enameled Steel Frame 


Size 
Ins, 


No. 906 

Plain Mirror 


No. 2906 

Beveled Mirror 


12x18 
14x20 




$11.00 
12.00 


$12.00 
14.00 


18x24 
24x30 




16.00 
31.00 


19.00 
35.00 


24x36 
24x48 




35.00 
45.00 


40.00 
53.00 


24x60 




55.00 


65.00 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order, 
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Hotel Mirrors 



CONCEALED 
HANGERS 



/;^=^=^^ 



ill 




vr ^^ ^^ 



MIRROR COMBINATIONS FOR HOTELS, CLUBS, INSTITUTIONS, ETC. 

V/i'' White Enameled Steel Frames 



Frame — Baked white enamel on steel. 

Towel Shelf — Crodon (chromium plate) on brass. 

Glass Shelf Brackets — Crodon (chromium plate) on brass. 

Glass Shelf — Crystal glass. 

Made in three combinations, all w^ith same size mirror. 

Mirrors — Plain. 

Mirror size — 16 x 22 in. Outside size — 18 x 24 in. 

No. 923-S— Mirror only $16.00 

No. 924-S— Mirror and Glass Shelf Combination $22.00 

No. 925-S— Mirror, Glass Shelf and Towel Shelf Com- 
bination $30.00 

Wyco (white) Towel Shelf, Opal Glass Shelf with Wyco 
Brackets furnished at same price. 

NOTE : If Crodon (chromium plate) frame is desired in place of 
white enamel, add $20.00 to prices shown. 

These Mirrors are equipped with HOBGGER'S Patented Concealed Hanger, 
described below. 




No. 925-S Combination 



METAL 

HANGER 

SECURED 

TO WALL 

WITH 
SCREWS 

OR 
TOGGLE 

BOLTS 



J 



HOOKS 

ON 
MIRROR 
FRAME 



BACK VIEW 
Hoegger Patented Coiieealeil Hanser. 

NOTE : When concealed hanger is not desired, these 
mirrors are furnished with two No. 8 — 3" brass Crodon 
finished wood screws in the center of the long side of 
the frames. This makes an easy, neat method of se- 
curing mirror to wall. 




No. 924-S Combination 



Hoegger Cabinets and Mirrors can be furnished to your design and specifications on order. 
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Parfaif^ Lighting Fixtures 



so LID 
BRASS 





(Patented Design— Patent 70560) 

Like all other 'Tarfait" design accessories, Hoegger's 'Tarfait" design 
Lighting Fixtures have become the standard of excellence for high class 
residences, apartments, clubs and hotels, where only the best equipment is 
desired. To our knowledge no finer fixtures are made. 

They are made of forged brass, regularly finished in Wyco (w^hite), 
Crodon (chromium plate), or any color (on order). 

All fixtures are wired with No. 14 slow burning wire, fully assembled, 
packed in individual cartons, ready to install. Bulbs not included. 

Prices shown are for Crodon or Wyco. For Old Sheffield Finish, add 
10%. Prices of Colored Fixtures are given below. 

PRICES— COLORED ACCESSORIES 

ANY COLOR 

1 to 25 Articles ADD 25% to Crodon Prices 
26 Articles and over, same as Crodon Prices 



C-29-SP 
List Price $30.00 

Projection from wall (including bulb), 
5 in. Height, 10^ in. 

Set outlet box 66 in. from floor line. 




C-34-SP 
List Price . . , $25.00 

Projection from wall (including 
bulb), 5 in. Height, 6 in. 

Set outlet box 66 in. from floor 
line. 




C-26-P 
List Price $12.00 

Projection from wall (including bulb), 
414 in. Height (including bulb), 9^ in. 

Set outlet box 63 in. from floor line. 

Regularly furnished with chain pull 
switch. 





C-32-P 
List Price $30.00 

Projection from wall (including bulbs), 5^ in. 
Spread (including bulbs), 13^ in. Height (including 
bulbs), 8H in. 

Set outlet box 7 in. above top of cabinet mirror. 

Switch on wall flange, add $1.00. 
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Parfaif^ Lighting Fixtures 



SOLID 
BRASS 




(Patented Design— Patent 70560) 





C-27-P 
List Price $12.00 

Dimensions given below. Chain pull switch, 
add $2.00. 



J^ 



C-28-P 



List Price 



$15.00 



Projection from wall (includ- 
ing bulb), 5% in. Height, 8 in. 

Set outlet box 65 in. from 
floor line. 

Switch on wall flange, add 
$1.00. 





C-38-P 
List Price $30.00 

Dimensions given below. Chain pull switch, add $2.00. 






I 



C-38-P 

Dimension DingTams of 

Ceiling Lights 



Parfait Design Wall Switch Plates 

2^ in. by 4^ in. 

C-30-P, Toggle C-31-P, Push 

List Price, List Price, 

$2.50 ea. $2.50 ea. 

Gang and Combination Switch Plates on Order. 



C-33-P 

List Price . . . $14.00 

Projection from wall (includ- 
ing bulb), 4^ in. Height (in- 
cluding bulb), 8^ in. 

Set outlet box 69 in. from 
floor line. If mounted with 
bulb up, set outlet box 63 in. 
from floor line. 

Switch on wall flange, add 
$1.00. 




\-^. — f93. ^pi^TL ET BO X ■ 
^'A"" FOR 4" OUTLET BOX 

Dimension Diagram of 
Wall Flangres 



Fixtures are regularly made 
for mounting on 3 in. standard 
outlet boxes. 

Large flange (4^4 in. by 7^ 
in.), for 4 in. outlet boxes can 
be supplied on all wall fixtures 
except C-29-SP and C-34-SP 
at $3.00 each. 
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Hoegger Accessories are made for every type of bathroom^ the illustration below show- 
ing the application of both surface applied and recess ^Tarfait" accessories — a complete line 
of matched design. 

Hoegger Accessories are used in Hospitals, Schools, Theatres, Yachts, Hotels, Clubs, Apart- 
ments and Residences, a partial list of recent installations being found on pages 67 and 68. 





A HOEGGER EQUIPPED BATHROOM BY CRANE CO., CHICAGO, ILL. 
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Hoegger 




A PARTIAL LIST OF HOEGGER PRODUCTS 



Bathroom Mirrors 

Bottle Openers 

Clothes Hooks 

Clothes Poles 

Coat and Hat Hooks 

Cork Screw and Bottle Openers 

Dental Mirrors 

Dressing Mirrors 

Electric Lighting Fixtures 

Glass Shelves 

Golf Club Mirrors 

Grab Bars 

Hospital Mirrors 



Hotel Mirrors 

Liquid Soap Dispensers 

Medicine Cabinets (Recessed) 

Medicine Cabinets (Wall) 

Paper Holders 

Paper Holders — Public Buildings 

Recess Accessories (Brass) 

Recess Accessories (China) 

Robe Hooks 

Shaving Mirrors 

Shower Curtain Chains 

Shower Curtain Hooks 

Shower Curtain Poles 



Sliding Garment Carriers 

Soap Dishes 

Strop Hooks 

Supply Closets (Recessed) 

Swing To^vel Bars 

Switch Plates 

Toothbrush Holders 

Towel Bars 

Towel Baskets 

Towel Shelves 

Tumblers 

Tumbler Holders 

Yachts — Special Accessories 




ONE OF THE HOEGGER DISPLAYS AT CRANE COMPANY'S NEW YORK SHOWROOM 
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Parfait^^ Recess Accessories 




"PARFAIT" RECESS SOAP AND PAPER HOLDERS 



These accessories are for those who must have 
HoEGGER quality products recessed in the wall. They 
are made entirely of solid brass finished in Crodon 



(chromium plate), and match the popular 'Tarfait" line. 
They also make it possible to install all bathroom acces- 
sories, surface applied and recessed, of matched design. 




C-174-SP $18.00 

"Parfait" Recess Soap or 

Tumbler Holder 

Width, 6^". Height, 9^". Depth, 3". 

Rough Opening: 6%" Wide, 

6" High, 3^4" Deep. 

Black or crystal dish. 





Sectional View Showing How Fixtures 
Are Recessed in Any Wall. 



1 

I 




C-175-SP $20.00 

"Parfait" Recess Soap Holder and 
Grab Bar 

Width, ey/'. Height, 9>4". Depth, 3". 

Projection, 2%". 

Rough Opening: 6%" Wide, 

6" High, iy^" Deep. 

Black or crystal dish. 




C-173-SP $28.00 

"Parfait" Recess Toilet Paper Box 

Takes standard sheet toilet paper. 

Width, 6J^". Height, 11". Depth, 2". 

Rough Opening: S%" Wide, 

774" High, 2y4" Deep, 



C-172-SP $18.00 

'Tarfait'* Toilet Paper Holder 

Takes standard 5" roll toilet paper. 

Width, 6H". Height, 9^", Depth, 3^". 

Rough Opening : 6" Wide, 

6" High, 4%" Deep. 




C-171-SP $16.00 

* 'Parfait** Recess Toilet Paper Box 

Takes folded paper. 

Width, 4%". Height, 8". Depth, UA", 

Rouqh Opening, A%" Wide, 

S%" High, 2" Deep. 
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"STANDARD" RECESS SOAP AND PAPER HOLDERS 



These accessories are of the same construction as the 
''Parfait*' shown on the opposite page — solid brass fin- 
ished in Crodon (chromium plate). These ''Standard" 



straight line fixtures are generally used with Hoegger 
'^Standard" towel bars, glass shelves, etc. They are 
made to satisfy the most critical clients. 




C-184-S ^' ' 

Recess Soap or Tumbler Holder 

Width, 6H"- Height, 6^". Depth, 3". 

Rough Opening: 6J4" Wide, 

6" High, Zyi" Deep, 

Black or crystal dish. 



C-182-S. 

Recess Toilet Paper Holder 

Takes standard 5" roll toilet paper. 

Width, 6%r Height, 6^\ Depth, 3%". 

Rough Opening : 6" Wide, 

6" High, ¥A" Deep. 



C-185-S $K^^ /'^^aa 

Recess Soap Holder and Grab Bar 

Width, 65/^". Height, 65^". Depth, 3". 

Rough Opening: 6%" Wide, 

6" High, 3%" Deep. 

Black or crystal dish. 





CI QQ C fl*<»'i MH " 

-LOO~a ipZH.UU 

Recess Toilet Paper Box 

Takes standard sheet toilet paper. 

Width, 6^". Height, gi^". Depth, 2" 

Rough Opening : 5^" Wide, 

7rs" High, ^2^" Deep. 



C-186-S. *-^-'-^ 

Surface Toilet Paper Box 

Takes folded paper. 
Width, 3%". Height, 5". Depth, 




C-181-S ^^M^^ ^"^ 

Recess Toilet Paper Box 

Takes folded paper. 

Width, 5". Height, 6". Depth, l3/^". 

Rough Opefting: 4%" Wide, 

5%" High, 2" Deep. 
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Parfait^^ Accessories 



SOLID 
BRASS 




GLASS SHELVES, TOWEL AND GRAB BARS 



A beautiful and distinctive design by Hoegger which may 
be matched with cabinets and lighting fixtures, and which will 
add charm to the most luxurious bathroom. 

Glass can be furnished in clear crystal, white opal (vitro- 
lite), or black at the prices shown. 



Brackets of fixtures are furnished in either Crodon (chro- 
mium plate) as illustrated, or Wyco (white), at the prices 
shown. Prices for colored fixtures (on order only) are given 
on opposite page. For old Sheffield finish, add 10%. Prices 
of 20-year Coin Gold Plate and silver plate furnished on request. 

All metal Towel Bars at prices shown. 




-513-SP 

11/2" <>lass Grab Bar 
List Price— $16.00 

Center to Center of Brackets 9" 
Wall Flange 2%x4", Width 12", Projection S^^" 




C-516-SP 

1" All Metal Grab Bar 

List Price— $9.00 

Center to Center of Brackets 9" 
Wall Plangre 2x3y2", Width 11", Projection 2i^" 





C-509-SP 

1" Round Glass Towel Bar 

List Prices— 18" $8.60. 24" $9.20. 30" $9.80. 36" $10.40. *48" $18.40. *60" $19.60. *72" $20.80. 

Wall Flange 2x31^.", Projection 3%" 






C-506-SP 
%" Square Polished Cut Glass Towel Bar 
List Prices— 18" $11.30. 24" $12.50. 30" $13.70. 36" $14.90. *48" $25.00. *60" $27.40. *72" $29.80. 

Wall Flange 2x31/3", Projection 3%" 




J^\. 



^■i:^« 






\ 



G-600-SP 

3/gx5'^ Glass Shelf 

Spring Brackets 

(Patent applied for) 

List Prices— 18" $11.60. 24" $12.80. 30" $14.00. 36" $15.20. *48" $25.60. *60" $28.00. *72" $30.40 

Wall Flange 2x3 V2". Projection 5^^" 
NOTE: For details of this Shelf Bracket see page 49. 




C-601-SP 

% X 5'' Glass Shelf with Tumbler Holders 

List Prices— 24" $16.00. 30" $17.20. 36" $18.40 




* Price includes one center post or bracket. 



Wall Flange 2x3 14", Height 4^4". Projection 5%" 
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Parfaif^ Accessories 



SOLID 
BRASS 




HOOKS, TOOTHBRUSH, TUMBLER, TOILET PAPER AND SOAP HOLDERS 




C-801-SP 

Tumbler Holder 

List Price— $5.00 

"Wall FlanKe 2x3i.4", Width 
Heisht 4'4". Projection 4" 






C-704-SP 
Small Soap Dish 
List Price— $6.00 

"Wall Flang'e 2x3%", Projection G" 

DiKh Size 61^x5x2" 

With drain hole, add $1.00 



C-717-SP 
Metal Soap Dish 
List Price— $6.00 

Wall Flang-e 2x3%", Width iU' 

Projection 3%" 

With drain hole, same price 



C-813-SP 
Toothbrush Holder 
List Price— $4.00 

Wall Flange 2x3%". Width 2%" 
Projection 3%" 






C-841-SP 

Toothbrush Holder 

List Price— $4.00 

Wall Flange 2x3 H", Width 2V,' 
• Projection 3%" 



C-IO-SP 

strop or Bag Hook 

List Price— $2.30 

Wall Flanee 2x31/2", Projection 2%" 



C~715-SP 
Large Soap Dish 
List Price— $8.00 

Wall Flangro 2x3%", Projection 6">4" 

Dish Size 71,4x6x2" 

With drain hole, add $1.00 






C-4-SP 

Strop or Bag Hook 

List Price— $2.00 

Wall Flange 2x3%", Projection 



C-514-SP 

Towel Pin and Robe Hook 

List Price— $4.00 

Wall Flange 2x3%", Height 4^" 
Projection S-"^ " 



C-856-SP 

Toilet Paper Holder 

List Price— $8.00 

Takes Standard 5" Roll of Toilet Paper 
Center to Center of Brackets 6" 
Wall Flange 2x3%", Width 7%" 



PRICES— COLORED ACCESSORIES 

ANY COLOR 

1 to 25 Articles ADD 25% to Crodon Prices 
26 Articles and over, same as Crodon Prices 




C-8-SP 

Double Robe Hook 

List Price— $3.00 

Wall Flange 2x3%". Width 3%' 
Projection 3" 
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Parfaif^ Shower Curtain Rods 




"PARFAIT" SHOWER CURTAIN RODS, CHAINS AND HOOKS 



"Parfait" design shower accessories were designed to 
complete the "Parfait" scheme in the bathroom — to har- 
monize with the other "Parfait" accessories. 

They are made of solid brass, finished in Crodon 
(chromium plate) — The Finish That Will Not Tarnish, 



Wall flanges are of the concealed hanger type — no 
screws exposed. 

Curtain rods are made of 1-inch diameter 20 gauge 
solid brass tubing (16 gauge on order). They are fur- 
nished any length or width. 




C-57-SP $12.00 

**Parfait*' Straight Shower Curtain Rod 
For Recessed Tubs 

Tubing, 1" — 20 Gauge. Wall Flange, 2^x6%" 

66" and 72" rods carried in stock. 

Other lengths on order. 




IJS^^^^^^^^^^^^^^ 



C-56-SP $15.00 

**Parfait** Shower Curtain Rod 
For Comer Tubs 

Tubing, 1" — 20 Gauge. Wall Flange, 2^x6*/ 
25 X 66" and 30 x 72" rods carried in stock. 
Other sizes on order. 





*Tarfait" Shower Curtain Chain and Hook 

C-4-SP— Hook only $2.00 

C-55— Curtain Chain only... $2.00 

Wall Flange (Hook), 2x3 1^". Curtain Chain, 16" long. 




C-54-R $0.20 

1" Shower Curtain 
Roller Hook 



[47] 




Bottle Opener and Cork Screw 




Make it Convenient to Open Any Bottle by Installing a Hoegger Bottle Opener in 
Each Bathroom, Kitchen and Pantry of Hotels, Apartments, Homes, Clubs and Ships 

This fixture is furnished in two types — The Bottle 
Opener only and the Three-in-One combination 
Bottle Opener, Cork Screw and Towel Pin. 

They are made of forged brass, finished in Crodon 
— the non-tarnishable finish, not even affected by salt 
sea air. By merely wiping with a dry cloth all finger 
marks disappear. 

Can be installed on plaster, tile or wood with the 
assurance that it will not work loose. 

When installed in public places, always specify 
Theftproof set screws. 

Either the concealed screw (S) type (illustrated 
in phantom view) or the anker-in (SA) type wall 
fastening can be furnished. The concealed screw (S) 
type will be furnished unless otherwise specified. 




(Patent 1715033) 
(Full siKC pbantom vie^v) 

Combination Bottle Opener, Cork Screw and 
Towel Pin 

Fixture to be installed 50" from floor line. 
C-17-S, List Price, $4.00 each 




The Three-in-One combination is used for open- 
ing metal capped or corked bottles, anchor vacuum 
caps, and for hanging towel on projecting handle of 
cork screw. 

When not in use the cork screw automatically 
drops in the channel, which acts as a guard. 



(Patent 1715033) 
(Full size illiistrntion) 

Bottle Opener Only 

Fixture to be installed 50" from floor line. 

C-16-S, List Price, $2.00 each 



The Bottle Opener is used for opening metal 
capped bottles and anchor vacuum caps. 
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Glass Shelves 




'STANDARD" DESIGN GLASS SHELVES 



Brackets are made of solid brass finished in Wyco 
(white), Crodon (chromium plate) or color (on order). 
For prices of colored accessories see page 12. 
Prices shown are for crystal or opal glass. 



For black glass add 10% of Crodon price. 

For }4'' crystal shelves in place of regular f^" add 
$1.50 to prices shown. 

For shelves 6'' wide in place of regular 5^' add 10% 
to prices shown. 




% X 5" Crystal or Opal Glass Shelf 

Spring Brackets 

(Patent applied for) 

Wall Flang-e, 214". Projection, 5%". 

One of Hoegger's latest products— a glass shelf that is held rigidly in the brackets, with 

no metal extending over the top surface of the shelf. 






Catalogue No. 


Finish 






Length of Shelf 


^ 






18" 


24" 


30" 


36" 


*48" 


*60" 


*72" 


W-600-S or SA... 
C-600-S or SA.... 


Wyco 
Crodon 


$8.60 
$9.60 


$9.80 
$10.80 


$11.00 
$12.00 


$12.20 1 
$13.20 


$19.60 
$21.60 


$22.00 
$24.00 


$24.40 
$26.40 










— -^ _ — 



DIRECTIONS FOR INSERTING GLASS SHELF IN NO. 600 BRACKETS 

(Illustrated) 
Place front edge of glass shelf on brackets and pull front lip forward with shelf far 
enough so that rear edge of shelf can be placed under shoulder on rear of bracket. 




% X 5" Crystal or Opal Glass Shelf 

Wall Flang-e, 214". Projection, 5%". 




% X 5" Crystal or Opal Glass Shelf with Tumbler Holders 

Wall Flange, 2^". Height, overall, 5". Projection, 5^". 




Catalogue No. 


Finish 




Leng-th 


of Shelf 




18" 


24" 


30" 


36" 


W-607-S or SA... 
C-607-S or SA. . . . 


Wyco 
Crodon 


$7.60 
$8.30 


$8.80 
$9.50 


$10.00 
$10.70 


$11.20 
$11.90 




Catalogue No, 


Finish 


Length of Shelf 


24" 


30" 


30" 


W-601-S or SA... 
C-601-S or SA. . . . 


Wyco 
Crodon 


$12.50 
$14.00 


$13.70 
$15.20 


$14.90 
$16.40 



* Price includes one center bracket. 
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Glass Shelves 




^'STANDARD'' DESIGN GLASS SHELVES AND GUARD RAILS 





%x5" Crystal Glass Shelf 

(Crystal Glass onlv) 
Wall Flange, 2%". Height, overall, Z%". Projection, 5H" 



Catalogue No. 


Finish 


Length of Shelf 


24" 


30" 


W-608-S 

C-608-S 


Wyco 

Crodon 


$20.10 
$22.10 


$22.50 
$24.50 





% X 5" Crystal or Opal Glass Shelf and V Towel Bar 



Wall Flange, 21^". 



Height, overall, 4i/l". 



Projection, 5i^". 



Catalogue No. 


Finish 


Length of Shelf 


18" 


24" 


30" 


36" 


W-614-S or SA 
C-614-S or SA. 


Wyco 

Crodon 


$12,30 
$13.60 


$14.10 
$15.40 


$15.90 
$17.20 


$17.70 
$19.00 



NOTE— Lenotli of Towel Bar 



14" 



18" 



24" 



30" 





Solid Brass Guard Rail for 5" Glass Towel Shelves 



Catalogue No. 


Finish 


Length of Rail 


18" 


24" 


30" 


30" 


W-612 


Wyeo 
Crodon 


$3.50 
$4.20 


$3.60 
$4.30 


$3.70 
$4.40 


$4.50 
$5,40 


C-612 







% X 14" Crystal or Opal Glass Corner Shelf 

Wall Flange, 214". Glass 5" wide at brackets. 



Catalogue No. 


Finish 


Price 


W-613-S or SA 
C-613-S or SA. 


Wyeo 
Crodon 


$11.70 
$12.50 
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Towel Bars 




"STANDARD" DESIGN TOWEL BARS 





N^ 



%" Square Polished Cut Glass Towel Bar 

Wall Flang-e, 21^". Projection, 31/2". 



Catalogue No. 


Finish 


Length 


18" 


24" 


30" 


36" 


*48" 


*60" 


*72" 


W-506-S or SA... 
C-506-S or SA.... 


Wyco 
Crodon 


$8.40 

$9.40 


$9.60 
$10.60 


$10.80 
$11.80 


$12.00 
$13.00 


$19.20 
$21.20 


$21.60 
$23.60 


$24.00 
$26.00 



NOTE: For Wood Sheet Wyco (white) Bars, in place of glass, deduct 25% from above prices. 

Clear Crystal or White Opal Glass Bars at prices shown. 

For Black Glass, add 10% of Crodon prices. 




^ 



1" Round Towel Bar 

Wall Flanse, 214". Projection, ZV4,". 



Catalogue No. 


Finish 




Length 




18" 


24" 


30" 


36" 


W-507-S or SA... 
C-507-S or SA..., 


Wyco 
Crodon 


$6.30 
$7.30 


$6.90 
$7.90 


$7.50 
$8.50 


$8.10 
$9.10 



Clear Crystal or White Opal Glass, Wood Sheet Wyco (white) or All-Metal Bars at above prices. 
For Black Glass, add 10% of Crodon prices. 




^ 







Wall 


1" Round Towel Bar 

Flange, 214", Projecti 


on, 31/3". 








Catalogue No. 


Finish 






Length 








18" 


24" 


30" 


36" 


*48" 


*60" 


*72" 


W-509-S or SA... 
a509-S or SA.... 


Wyco 

Crodon 


$5.80 
$6.80 


$6.40 
$7.40 


$7.00 
$8.00 


$7.60 
$8.60 


$12.80 
$14.80 


$14.00 
$15.50 


$15.20 
$17.20 



Clear Crystal or White Opal Glass, Wood Sheet Wyco (white) or All-Metal Bars at above prices. 
For Black Glass, add 10% of Crodon prices. 





1 " Round Double Towel Bar 

Wall Flange, 21/2". Height, ZV4,". Projection, 5%" 



Catalogue No, 


Finish 


Length 


18" 


24" 


30" 


36" 


W-517-S or SA... 
C-517-S or SA.... 


Wyco 
Crodon 


$11.40 
$13.00 


$12.60 
$14.20 


$13.80 
$15.40 


$15.00 
$16.60 



Clear Crystal or White Opal Glass, Wood Sheet Wyco (white) or All-Metal Bars at above prices. 
_^ For Black Glass, add 10% of Crodon prices. 

* Price includes one center post. 
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Towel and Grab Bars 




"STANDARD" DESIGN TOWEL BARS 




% ^ %" Rectangular Ail-Metal Towel Bar 

Wall Flange, 214". Projection, 3". 



Catalogue No. 


Finish 


Leng-th 


20" 


24" 


30" 


W-510-S or SA.. 
C-510-S or SA,.. 


Wyco 

Crodon 


$3.70 
$4.45 


$3.95 
$4.75 


$4.30 
$5.20 




11/2" <>rab Bar 
Wall Flang-e, 3". Projection, ZV2". 



Catalogue No. 


Finish 


Length 


r 


12" 


18" 


24" 


W-518-S or SA. 
C-518-S or SA.. 


Wyco 

Crodon 


$9.90 
$11.10 


$11.20 
$12.40 


$13.80 
$15.00 


$16.30 
$17.50 




Clear Crystal or White Opal 
Glass, Wood Sheet Wyco 
(Avhite) or All-Metal Bars at 
prices shown. 

For Black Glass, add 10% of 
Crodon prices. 




11/2" Grab Bar 

Wall Flange, BV4,". Projection, 4". 



Catalogue No. 


Finish 


Length 


9" 


12" 


18" 


24" 


W-513-S or SA. 
C-513-S or SA.. 


Wyco 
Crodon 


$10.40 
$11.70 


$11.70 
$13.00 


$14.30 
$15.60 


$16.80 
$18.10 



N» 



Clear Crystal or White Opal 
Glass, Wood Sheet Wyco 
(white) or All-Metal Bars at 
prices shown. 

For Black Glass, add 10% of 
Crodon prices. 





1" Grab Bar 

Wall Flange, 214". Projection, 2%" 



Catalogue No. 


Finish 


Length 


6" 


9" 


W-516-S or SA.. 
C-516-S or SA... 


Wyco 
Crodon 


$5.60 
$6.60 


$5.90 
$6.90 



^^0m^ 



Clear Crystal or White Opal 
Glass, Wood Sheet Wyco 
(white) or All-Metal Bars at 
prices shown. 

For Black Glass, add 10% of 
Crodon prices. 
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Towel Bars 




"STANDARD" SWING AND ROLLER TOWEL BARS AND TOWEL PIN 




Swing Towel Bar 

Wall Flang:e, 214". Flange Hook, %". 

Leng^th, overall, 12". Diameter of Bars, %" 

W-500-S or SA (Wyco) $4.60 
C-500-S or SA (Crodon) $5.50 




Towel Pin 

Wall Flang-e, 214". 

Flang-e Hook. %". 

Heig-ht, 414" 

Projection, 3%". 

W-514-S or SA (Wyco) 

C-514-S or SA (Crodon) 



$2.50 
$3.00 




m 



Wall Flang-e, 214". 



Swing Towel Bar 

Flange Hook, %", 
Diameter of Bars, 9-16 

W-504-S or SA (Wyco) $8.00 

C-504-S or SA (Crodon) $9.60 



Length, overall, 16". 




Roller Towel Bar 

Wall Flange, 2i^". Length, overall, 21i^". Projection, 4^' 
W-515-S or SA (Wyco) $7.30 
C-515-S or SA (Crodon) $8.80 
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Metal Towel Shelves 




METAL TOWEL SHELVES 



Due to their appearance, durability and rigidness, 
HoEGGER Metal Towel Shelves are used extensively in 
hotels, office buildings, clubs, hospitals and residences. 



They are regularly made 8''^ wide and 24'' long, but 
can be supplied any size on order. The standard finish 
Is Wyco (white) or Crodon (chromium plate). Colors 
on order. 




Metal Towel Shelf 

Leng-th, overall, 25 1^". 



Wall Flang-e. l^xSYs 

W-621 (Exposed Screw only) (Wyco) $9.00 
C-621 (Exposed Screw only) (Crodon) $11.00 



Projection. 8^" 




Wall Flange, 214x514" 



Metal Towel Shelf 

Length, overall, 26^". 



Projection, 8%" 



W-618-S or SA (Wyco) $10.00 
C-618-S or SA (Crodon) $12.00 




Metal Towel Shelf with Towel Pins 

Wall Flange, 214x51^". Length, overall, 26^4 ". Projection, 8i^" 

W-619-S or SA (Wyco) $18.00 
C-619-S or SA (Crodon) $22.00 
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Paper Holders 




TOILET PAPER AND PAPER TOWEL HOLDERS 




UoU Paper Holder 

Wall Flange, 214". "Width, 8". 
W-850-S or SA (Wyco) $5.60 
C-850-S or SA (Crodon) $6.70 




Roll Paper Holder 

Width, 51^". 
(Exposed Screw only) 
W-853 (Wyco) $2.50 
C-853 (Cro'don) $3.00 





Roll Paper Holder 

Wall Flang-e, 214". Width, 7%". 
W-856-S or SA (Wyco) $5.80 
C-856-S or SA (Crodon) $7.00 




Solid Brass Paper Box 

(Exposed Screw only) 

Size, 5x7x1%". 

W-855 (Wyco) $4.20 

C-855 (Crodon) $5.00 



Solid Brass Paper Box 

(Exposed Screw only) 
Size, 7x5x1%". 

W-851 (Wyco) S4.20 

0-851 (Crodon) $5.00 

Illustrated at left. 




Roll Paper Holder 

Width, 6". 
(Exposed Screw only) 
W-852 (Wyco) $1.20 
C-852 (Crodon) $1.40 



m 



^--S' 



m 



Tension Spring Roll Paper Holder 

(Patent 1665739) 

Holder Shown in Open Position. 

Wall Planse, 214". Width, 8". 

C-862-S or SA (Crodon only) $7.00 

For use in hotels, clubs, apartments, etc. Tension spring 

eliminates waste. Will take any standard roll of toilet paper. 

Solid brass, will last as long as building. Theft proof screws 

prevent fixture from being removed from wall. Roll cannot 

be removed until paper is exhausted. 

Tension Spring Roll Paper Towel Holder 

(Patent 1665739) 
Wall Flange, 214". Width, 8". 
C-863-S or SA (Crodon only) $10.00 
Made with same features as C-862-S, but 11 inches long 
to take standard rolls of paper towels. 

IssJ 



Recess Paper Box 

W-854 (Wyco on Steel) $12.00 





Hooks 




ROBE, RAZOR STROP, COAT AND HAT, AND UTILITY HOOKS 





Coat and Hat Hook 



Projection, 
31/2". 



Wall Flang-e, 2^4' 
Height, 

W-13-S or SA (Wyco) $2.30 
C-13-S or SA (Crodon) $2.80 



Double Robe Hook 

Wall Flangre, 214". Width, 3" 
Projection, 2%". 

W-8-S or SA (Wyco) $2.00 
C-8-S or SA (Crodon) $2.40 




Strop or Bag Hook 

Wall Flange, 2iy4". Projection, 214". 
W-4-S or SA (Wyco) $1.60 
C-4-S or SA (Crodon) $1.90 




Door Stop and Coat Hook 

Wall Flange. 214". Projection, 3^^" 

Height, 31/4" 

W-395-S (Wyco) $1.30 

C-395-S (Crodon) $1.60 




-(^ 



*'Snap** Strop Hook 

Wall Flange, 2%". 
Projection, 1%". 

W-l-S or SA (Wyco) $2.20 

C-l-S or SA (Crodon) $2.60 



Strop or Bag Hook 

Projection, li/4". Height, 1" 

W-2-S (Wyco) $0.60 
C-2-S (Crodon) $0.70 




Strop Hook 

Wall Flange 1 % x 1 % ". 

Projection, IV4.". 
(Exposed Screw only) 
W-2 (Wyco) $0.40 
C-2 (Crodon) $0.50 



^ 



Robe Hook 

Wall Flange, 11/2x11/2". 

Projection, 2". 

(Exposed Screw only) 

W-10 (Wyco) $0.40 

C-10 (Crodon) $0.50 



*'Hook*' Back Plate 

(Patent applied for) 
Hook extends %" below Flange. 
This back plate may be ordered in 
place of the regular "S" or "SA" type, 
with any concealed screw fixture, giv- 
ing the advantage of an additional 
hook under the flange. 

'*SH "-Concealed Screw finished 
to match fixtures with which they 
are ordered, $0.50 each. 

IMPORTANT: It Is necessary*to 
specify this back plate when ordering 
the fixtures as the wall flange must 
be cut at the factory. 




Triple Robe Hook 

Width, 31/2". 

Height, 41^". 

Projection, 3". 

(Exposed Screw only) 

W-12 (Wyco) $0.90 
C-12 (Crodon) $1.20 



^==^ 




Coat and Hat Hook 

Wall Flange, IV2 x2i4". 

Height, 31/4". 

Projection, 5%". 

(Exposed Screw only) 

W-5 (Wyco) $1.30 

C-5 (Crodon) $1.60 




Coat and Hat Hook 

Wall Flange, IVaxl^". 

Height, 3%". 

Projection, 3". 

(I^xposed Screw only) 

W-6 (Wyco) $0.60 
C-6 (Crodon) $0.70 




Coat and Hat Hook 

Wall Flange, 2xli4". 

Height, 2%". 

Projection, 2^". 

(Exposed Screw only) 

W-9 (Wyco) $0.60 
C-9 (Crodon) $0.70 
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Soap Dishes 




SOAP DISHES AND LIQUID SOAP DISPENSERS 

Prices are for Crystal or Opal Dishes. 

For Black Glass Dishes add 10% of Crodon price. 

China dishes except 706 have no drain holes. 





Small Soap Dish 

Wall Plang-e, 214". Projection, 5%" 

Dish Size, 6i/4x 5 x 2". 

W-704-S or SA (Wyco) $3.80 

C-704-S or SA (Crodon) $4.40 

For china dish, add $1.50. 

With drain hole, add $1.00. 



Large Soap Dish 

Wall Plang-e, 214,". Projection, 61/2" 

Dish Size, T^^x 5%x 2". 

W-715-S or SA (Wyco) $5.80 

C-715-S or SA (Crodon) $6.50 

For china dish, add $1.50. 

With drain hole, add $1.00. 




Metal Soap Dish 

One Piece Cast Brass. 

Wall Plang-e, 214". Projection, 4 

Dish Size, 4i^x2%xli4". 

W-717-S or SA (Wyco) $3.70 

C-717-S or SA (Crodon) $4.50 




Soap Dish 

Wall Plang-e, 2^4". Projection, 4%" 

Heig-ht, 4". 

Dish Size, 6x4l^xll^'^ 

W-705-S or SA (Wyco) $4.90 

-C-705-S or SA (Crodon) $5.80 

For china dish, add $1.00. 




Soap Dish 

Wall Plang-e, 2U". Projection, 5". 

Dish Size, 51/2 x 3% x I14". 

Height, 41/2". 

W-706-S or SA (Wyco) $4.20 

C-706-S or SA (Crodon) $4.90 

For china dish, add $1.00. 

For china dish with drain hole, add 

$2.00. 




Soap Dish 

Wall Flange, 214". Projection. 5^4' 

Height, 3%". 

Dish Size. 6x 4i^xl%". 

W-719-S or SA (Wyco) $5.30 

C-719-S or SA (Crodon) $6.20 

For china dish, add $1.00. 




Metal Soap Dish 

Solid Brass 
Wall Plang-e, 214". Projection 
Dish Size, 5 x S^x 1". 

W-716-S or SA (Wyco) $4.30 
C-716-S or SA (Crodon) $5.20 





Liquid Soap Dispenser 

5". Wall Flange, 214". Width, 31/2". 

Height, 61^". Projection, 61/2". 
C-722-S or SA (Crodon on brass) $8.00 
NS-722-S or SA (Nickel Silver) $7.00 



Metal Soap Dish 

Solid Brass 

Rubber Tipped Feet. 

Size, 5 X 378 X IVz"* 

W-707 (Wyco) $4.40 

C-707 (Crodon) $5.30 
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Tumbler and Toothbrush Holders 




TUMBLERS, TUMBLER AND TOOTHBRUSH HOLDERS 




Tumbler Holder 

AVall Flange, 214. ". Width, 3 ^A". 

Hei^•ht, 3%", Projection, 4". 
W-801-S or SA (Wyco) $3.60 
C-801-S or SA (Crodon) $4.30 




Toothbrush Holder 

Wall Flang-e, 21/4". 

Width, 2%". 

Height, 2%" 

Projection, 4". 

W-813-S or SA $2.80 

C-813-S or SA $3.40 




Toothbrush Holder 

Wall Flange, 2i,4". 

Width, 3". 

Projection, 214". 

W-841-S or SA $2.70 

C-841-S or SA $3.20 




Tumbler Holder 

Wall Flange, 2 14 "- W^idth, 3 M ". 
Height, 3%". Projection, 41/2". 
W-808-S or SA (AVyco) $4.00 
C-808-S or SA (Crodon) $4.80 





Tumbler and Toothbrush Holder 

Wall Flange, 2%"- Width, 314". 

Height, 5". Projection, 4". 
W-811-S or SA (Wyco) $4.80 
C-Bll-S or SA (Crodon) $5.80 



Toothbrush Holder 

Wall Flange, 214". Width, 21/2". 
Height, 41/^". Projection, 2%". 
W-814-S or SA (Wyco) $4.30 
C-814-S or SA (Crodon) $5.20 




Toothbrush Holder 

W^all Flange, 214". Width, 3^", 

Height, 4". Projection, 41/^". 

Price does not include tumbler. 

W-805-S or SA (Wyco) $5.00 

C-805-S or SA (Crodon) $6.00 




Tumbler Holder 

Wall Flange, 214". Width, 31/2". 
Height, 51^". Projection, iW - 
W-802-S or SA (Wyco) $3.60 
C-802-S or SA (Crodon) $4.30 




Toothbrush Holder 

Wall Flange, 214". Width, 2l^". 
Height, 31/2". Projection, 4". 

W-807-S or SA (Wyco) $4.70 
C-807-S or SA (Crodon) $5.60 




Tumbler and Toothbrush Holder 

W^all Flange, 214". Width, 31/2" 
Height, 61/2". Projection, 414,". 
W-812-S or SA (Wyco) $4.80 
C-812-S or SA (Crodon) $5.80 





Tumbler Holder 

Wall Flange, 214". 
Projection, 4i/4". 

W-803-S or SA (Wvco) $3.50 
C-803-S or SA (Crodon) $4.20 



Shaving Brush Holder 

Wall Flange, 2%". Width, 3". 

Height, 4i4"« iProjection, 3". 

Furnished in Crodon only. 

C-840-S or SA (Crodon) $3.50 



90 
91 



Tumblers 
China $1.30 

(Illustrated) 

Opal Glass $0.40 




Tumblers 

92 Cut Crystal... $1.25 

(Illustrated) 

93 Crystal $0.50 



94 Black Glass $2.00 
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Soap and Tumbler Holders 




SOAP, TUMBLER AND TOOTHBRUSH COMBINATIONS 

Prices shown are for Crystal or Opal Dishes. For Black Dishes add 107o of Crodon price. 




Tumbler Holders 

Wall Plan,£?e, 214". Width, 9". 

Heig-ht, 3%". Projection, 4". 

W-816-S or SA (Wyco) $5.90 

C-816-S or SA (Crodon) $7.10 






Soap and Tumbler Holder 

AVall Flange, 214". Width, 6". 

Heig-ht, 6 14". Projection, 7", 

Dish Size, 6 x 5 x 1 1^ ". 

W-824-S or SA (AVyco) $7.00 

C-824-S or SA (Crodon) $8.30 



Soap and Tumbler Holder 

Wall Plang-e, 2%"- Width, 10 14". 

Height, 5". Projection, 7". 

Dish Size, 6x41/2x11/2". 

W-821-S or SA (Wyco) $9.90 

C-821-S or SA (Crodon) $11.70 

For china dish, add $1.00. 




Soap and Tumbler Holder 

Wall Plang-e, 214". Width, 10^4" 

Height, 5". Projection, 7". 

Dish Size, 6 x 5 x I1/2". 

W-823-S or SA (Wyco) $9.40 

C-823-S or SA (Crodon) $11.10 




Soap and Tumbler Holder 

Wall Flang-e, 214". Width, 51/2". 
Height, 8". Projection, 6^4". 

Dish Size, 51/2x4x114". 
W-826-S or SA (Wyco) $6.80 
C-826-S or SA (Crodon) $8.10 
For china dish, add $1,00. 



Soap and Tumbler Holder 

Wall Flange, 214". Width, 10", 

Height, 4%". Projection, 414". 

Dish Size, 5i/2x4x I14". 

W-819-S or SA (Crodon) $6.50 

C-819-S or SA (Wyco) $7.70 

For china dish, add $1.00. 



Tumbler and Toothbrush Holder 

Wall Flange, 21^". Width, Si^". 

Height, 31/2". Projection, 4". 
W-818-S or SA (Wyco) $6.60 
C-818-S or SA (Crodon) $7.90 




Soap and Tumbler Holder 

Wall Flange, 214". Height, 6i/4". 

Width, 6". Projection, 61/2". 

Dish Size, 6x41/2x11/2" 

W-822-S or SA (Wyco) $7.50 

C-822-S or SA (Crodon) $8.90 

For china dish, add $1.00. 




Soap Dish and Tumbler Holder 

Wall Flange, 214". AVidth, IQi^". 

Height, 7". Projection, QVz", 

Dish Size, 51/2x4x114". 

W-825-S or SA (Wyco) $9.20 

C-825-S or SA (Crodon) $10.90 

For china dish, add $1.00. 




Tumbler Holder 

Wall Flange, 214". Width, 91/0". 
Height. 4%". Projection, 414". 
W-820-S or SA (Wyco) $5.90 
C-820-S or SA (Crodon) $7.10 
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Soap and Sponge Holders 




SOAP AND SPONGE HOLDER COMBINATIONS 




Soap Holder 

Wall Flange, 2^^". Projection, 4%". 
Dish Size, 6 x 31/2 x 1". 

W-711-S or SA (Wyco) $4.00 
C-711-S or SA (Crodon) $4.80 




Soap Holder 

(Rim Tub Type) 
Dish Size, 6 x SVs x 1". 

W-708 (Wyco) $3.30 
C-708 (Crodon) $4.00 




Soap and Brush Holder 

Wall Flang-e, 214.". Projection, 5i^" 
Dish Size, 8 x 4 x 1". 

W-726-S or SA (Wyco) $5.20 
C-726-S or SA (Crodon) $6.30 




Sponge Holder 



Wall Flang:e, 214". Projection, 
Size, 7x7x314". 



S". 



W-702-S or SA (Wyco) $6.70 
C-702-S or SA (Crodon) $8.00 




Soap and Sponge Holder 

(Rim Tub Type) 
Size, 10 1/2 x 5 X 3" 

W-712 (Wyco) $6.50 
0-712 (Crodon) $7.80 




Soap and Sponge Holder 

Wall Flang-e, 214". Height, 4i^". 
Projection, 6". 

W-725-S or SA (Wyco) $8.40 
C-725-S or SA (Crodon) $10.00 




Sponge Holder 

Size, 10 Va x 5 x3y2". 
( Kim Tub Type) 

W-709 (Wyco) $6.00 

C-709 (Crodon) $7.20 




Sponge Holder 

(Exposed Screw only) 

Projection 8^4:". 

Size, 10x71/2 X 3". 

W-718 (Wyco) $8.00 

C-718 (Crodon) $9.60 
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Towel Baskets and Bath Seats 




SOILED TOWEL BASKETS, BATH SEATS AND STOOLS 




Soiled Towel Basket 

Diameter, 10 1/^". Height, 19" 
W-554 (Wyco) $20.00 
C-554 (Crodon) $24.00 




Bath Stool 

Finished in Sheet Wyco. 

Will not crack, chip or craze. 

Height, 16". 

W-355 (Wyco) $14.00 




Soiled Towel Basket 

Width, 12%". Height, 16". Proiection, 6 14' 
W-553-S or SA (Wyco) $20.00 
C-553-S or SA (Crodon) $24.00 




iiHr 




Bath Seat 
For Recess Tubs 

Seat, 51^ x20". 
W-351 (Sheet Wyco) $8.00 




Bath Seat 
Tor Roll Rim Tubs 

Seat, 51/2 X 20". 
W-352 (Sheet W^eo) $8.00 
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Shower Curtain Rods 




^'STANDARD" SHOWER CURTAIN RODS, CHAINS AND HOOKS 






Shower Curtain Pin 
W-54 (AVyco) $0.16 
C-54 (Cro'don) $0.10 



Shower Curtain 

Roller Hook 

C-54-R (Crodon) $0.20 



Shower Curtain Chain 



Leng-th, 16 



W-55 (Wyco) $1.75 
C-55 (Crodon) $2.00 





Shower Curtain Hook 

Width, 414". Projection, 4". 
W-53 (Wyco) $1.30 
C-53 (Crodon) $1.60 



Shower Curtain 

Chain Hook 

W-2 (Wyco) $0.40 

C-2 (Crodon) $0.50 



Bite 




1" Shower Curtain Rod 
For Corner Tubs 

Tubing-, 1" — 20 Gauge. Wall Flange, l%x5^" 
25 X 66" and 30 x 72" Rods carried in stock. 

W-56 (W>co) $10.00 

C-56 (Crodon) $14.00 




*l 



1" Shower Curtain Rod 
For Recess Tubs 

Tubing-, 1" — 20 Gauge. Wall Flange, 2%". 
66 and 72" Rods carried in stock. 

W-57 (Wyco) $5.00 

C-57 (Crodon) $7.00 




1" Shower Curtain Rod 
For Recess Tubs 

Tubing, 1" — 20 Gauge. Wall Flange, l^xS^i" 
66 and 72" Rods carried in stock. 

W-58 (Wyco) $7.00 

C-58 (Crodon) $10.00 
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Garment Carriers 




SLIDING GARMENT CARRIERS AND CLOTHES POLES 

(Patent applied for) 



HoEGGER Garment Carriers are made of solid brass, 
finished in the non-tarnishable Crodon. They are of 
sturdy construction and exemplify Hoegger workman- 
ship. 



Clothes Poles, Sliding Garment Carriers, Shoe and 
Tie Racks are made any desired length to suit the re- 
quirements and arrangements of any type closet con- 
struction. 



Complete details of these fixtures for any job will 
be sent on request by our Service Department. 



-2]^*^ 



^J. 





iAm, 20 ^A. dfdss Tufce 

Length \^riaWe- 



^ 



Solid Brass 1-in. Round Clothes Pole and Pittings 

1" TTTRTNr ^ ^^' ^■^^^' ^^ ^^"^^^^ P^^ ^* ^^*^^ ( ^^' ^-^^^^ ^^^' ^^^'i 

I No. C-367, 16 gauge, per ft 1.10 BRACKETS I No. C-369, CENTER, each. 

No. C-364, WALL SUPPORTS, per pair 1.60 ( No. C-370, CORNER, each. 

NOTE: Center brackets are only required for spans over 4 feet. 



$2.40 
2.40 
2.50 










Cijvv.,zv Kraclcvzi 



Len^fb variabla 



¥8''x3/4". 



m 



Solid Brass %x%-in., 20 Gauge Rectangular Clothes Pole and Fittings 

No. C-371 3/gx3^" TUBING, per loot $0.95 „„.^„„™„ J No. C-373 CENTER, each. 

No. C-372 WALL SUPPORTS, per pair 65 ^^^^^^^^^^ } No. C-374 CORNER, each. 

NOTE: Center brackets are only required for spans over 4 feet. 



$1,60 
1.90 



12'' and longer 



-Adjasiable hoTixomkaMy 



%"x lV4"7 




2>/8"x3/4," 

No. C-360 Solid Brass Sliding Garment Carrier 

12" Long $6.20 20" Lono- $9.40 

16" Long 7.80 24" Long H.OO 

Other lengths furnished on order. 
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Garment Carriers 




CLOTHES POLES, SHOE AND TIE RACKS, AND HOOKS 

(Patent applied for) 



]-2M"-J 



l-in. Round Clothes Pole 
with Hat Holders 
No. C-363 1" Tubing, 

Drilled, per foot $1.90 

No. C-364 Wall Supports, per 



pair 



No. C-365 Hat Holder Pins, 

each 2.50 




V8"x%".&dr7 




16" Long. 
20" Lono-. 



No. 0-361 Solid Brass Tie Rack 

(20 Gauge) — (Length over all) 

$1.90 22" Long. $2.35 

2.20 24" Long 2.50 

other lengths furnished on order. 



^^ 




No. C-362 Solid Brass Shoe Rack 

(20 Gauge) — (Length over all) 

$4.80 24" Long $5.70 

5.40 30" Long 6.60 

other lengths furnished on order. 



V3/8 " X 2/4 »ar 




No. C-10 Crodon $0.50 No. C-9 Crodon $(K70 




No. C-5 Crodon $1.60 



No. C-6 Crodon $0.70 
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Replacement Parts 



GLASS SHELVES, BARS AND SOAP DISHES 




CABINET SHELVES AND ACCESSORIES 

CRYSTAL GLASS SHELVES 
POLISHED EDGES 

Each 

6?^x4?4x^" Shelves for C-77-TP Cabinets $0.75 

8J^x4^x^" Shelves for C-78-TP Cabinets 0.90 

l3y2x4y4XjV' Shelves for C-42-P, C-43-P, C-44, C-46, C-50-P, 

ST-50, C-61, C-75-P, ST-75, C-86, 213 and 233 Cabinets.'.. 1.25 

14^xl4-K[xT^tf" Corner Shelves for 340 Cabinets 5.00 

15^x4^xt%" Shelves for 314 Cabinets 1.50 

15^x4^X1^" Shelves for 2300 Cabinets 1.50 

17^x4x1^" Shelves for 320 Cabinets 1.50 

17%x4Hxi%" Shelves for 240 and 242 Cabinets 1.50 

17^x4>^XT^" Shelves for C-40-P, C-41-P, C-45, C-47, C-40, 
C-51-P, ST-51, C-62, C-65, C-76-P, ST-76, C-87, 214 and 234 
Cabinets 1.50 

ITH^mx^^" Shelves for C-77-TP Cabinets 1.50 

195/^x4^x4^" Shelves for 315 Cabinets. 1.75 

21^x45^XT%" Shelves for 241 and 243 Cabinets 2.00 

21^x4^4x1%" Shelves for C-63, C-88, 215 and 235 Cabinets. . . . 2.00 

21>K[x4^XT%" Shelves for C-78-TP Cabinets 2.00 

Shelf Bracket Supports (Crodon) for all Cabinets except C-65, 1.50 

Shelf Bracket Supports (Crodon) for C-65 Cabinets 3.50 

Shelf Brackets (Crodon) for all Cabinets 50 



BARS ONLY 

-INCH ROUND GLASS OR SHEET WYCO 
WOOD BARS ONLY 



Leng-th 
Inches 



Crystal or Opal 

Glass or 

Wyco Wood 



6. 

9. 
12. 
18. 
24. 
30. 
36. 



$0.75 
1.10 
1.45 
2.20 
2.90 
3.60 
4.30 



Black 
Glass 

$1.50 
1.85 
2.20 
3.00 
3.80 
4.50 
5.30 



1^-INCH ROUND GLASS OR SHEET 
WYCO WOOD BARS ONLY 



Leng-th 
Inches 



Crystal or Opal 

Glass or 

Wyco Wood 



9. 
12. 

18. 
24. 



$4.70 
6.30 
9.40 

12.40 



Black 
Glass 

$6.00 

7.60 

11.00 

14.20 



GLASS SHELVES ONLY 

POLISHED EDGES 

For C-600-S Shelf Length— inches 

18" 24" 30" 36" 48" 60" 72" 

^x5" Crystal or 
Opal Glass.... $4.30 $5.80 $7.20 $8.70 $11.50 $14.50 $17.50 

^x5'' Black 
Glass 5.30 6.90 8.40 10.00 13.70 17.00 20.20 

For C-601-S, C-607-S and C-614-S Shelves 

•>^x5" Crystal or 
Opal Glass.... $4.90 $6.40 $7.80 $9.20 $12.70 $15.60 $18,50 

•)^x5" Black 
Glass 5.90 7.50 9.00 10.90 14.90 18.10 21.20 

For C-608-S Shelf 

Hx5" Crystal 

Glass only ... $12.00 $15.00 



%-INCH SQUARE POLISHED CUT GLASS 
BARS ONLY 

Crystal or Black Wyco 

Length Opal Glass Glass Wood 

Inches Bars Bars Bars 

18 $4.30 $5.30 $2.80 

24 5.75 6.85 3.80 

30 7.20 8.40 4.80 

36 8.60 9.90 5.80 



SOAP DISHES ONLY 

Dish Crystal Black 

Number or Opal Glass China 

Each Each Each 

*704 $0.60 $1.60 $2.10 

*715 2.00 2.65 3.50 

705, 719, 821, 822, 0.60 1.60 1.60 

706, 819, 825, 826, 0.60 1.60 1.60 
823, 824 0.60 1.60 

* With drain holes, add $1.00 to list prices of Crystal, 

Opail or Black Glass. China dishes have no drain holes. 
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Replacement Parts 








POSTS, BRACKETS, BOLTS, SCREWS, ETC. 



TOWEL BAR POSTS ONLY 

PRICE PER PAIR 

Number Wyco Crodon 

502-S $5.65 $6.70 

506-S 5.75 7.00 

506-SP 9.10 9.10 

507-S 5.50 6.60 

509-S 4.80 7.10 

509-SP 8.20 8.20 

513-S 7.80 9.40 

513-SP 14.50 14.50 

516-S 6.00 7.20 

516-SP 8.50 8.50 

517-S 9.40 11.20 

518-S 7.20 8.60 



BRASS SLEEVES, SCREWS AND 
BUTTONS 

FOR INSTALLATIONS ON MARBLE 
AND SLATE 

BRASS SLEEVES 

PRICE PER 100 

%" Diameter 5|16" Diameter 

Tapped for Tapped for 

10-24 Machine 14-20 Machine 

Length Screws Screws 

Va" $6.00 $8.00 

%" 6.50 8.70 

V 7.00 9.50 

VA" 8.00 10.50 

VA" 9.00 12.00 

2" 10.00 13.50 



BRASS MACHINE SCREWS 
PRICE PER 100 

Length 10-24 14-20 

VS' H" $1.00 $2.50 

^-1" 1.40 3.00 

VA'VA" 1.80 3.80 

2 -2A" 3.25 6.25 

3" 5.20 7.65 



CRODON FINISHED ROUND HEAD BUTTONS 
PRICE PER 100 

Tapped 10-24 14-20 

Diameter Head h" H" 

Leni^th Shank A" H" 

Diameter Shank 9/32" 3/^" 

Price $18.00 $25.00 



SHELF BRACKETS ONLY 

PRICE PER PAIR 

Number Wyco Crodon 

600-S $6.00 $7.20 

BOO-SP 9.60 9.60 

*601-S 8.60 10.40 

*601-SP 12.80 12.80 

607-S 4.20 5.00 

608-S 12.00 14.40 

613-S 5.00 6.00 

614-S 7.70 9.30 

615-S 7.20 8.70 

* Includes Tumbler Holders. 

BACK PLATES 

For details see pag'es 9 and 10 

Type Each 

^^S^' standard Plate $0.25 

'*SA'' Anker-in Plate IM" long 0.40 

* ' SA ' ' Anker-in Plate 2A" lono; 0.50 

'^SH^' Plate with Hook 0.50 

'^SB'' Wall Anchor Bars, Sina-le Post 0.30 

''SB'' Wall Anchor Bars, Double Posts— 

Leng'th 18" 24" 30" 36" 

$0.60 $0.65 $0.70 $0.75 

ROUND AND FLAT HEAD TOGGLE 
BOLTS 

PRICE PER 100 

No. 8—32 3" long, flat head (steel) $10.00 

K"o. 8 — 32 3" long', round head brass bolts, steel 

toggles (nickel plated) 20.00 

No. 8 — 32 3" long round head brass bolts, steel 

toggles (chromium plated) 25.00 

No. 8 BRASS WOOD SCREWS 

PRICE PER 100 

Length Crodon 

H" $5.40 

1" 5,50 

lA" 5.60 

1^" 5.90 

2" 6.20 

2A" 7.00 

3" 8.00 

LEAD EXPANSION SHIELDS 

PRICE PER 100 
For No. 8 Wood Screws , $5.00 

RAWL PLUGS 

PRICE PER 100 

For No. 8 Wood Screws $2.50 

No. 8 Tool Holder, each 2.00 

No. 8 Drills for Rawl Plugs, each 0.70 
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Installations 




A Few Buildings Where Hoegger Fixtures Were Specified and Used 



Owner 
Lexington Hotel 
Atlantic City Convention Hall 
St. Regis Hotel 
Savoy-Plaza Hotel 
Shelburne Hotel 
Breakers Hotel 
Hotel Astor 
Biltmore Hotel 

New Willard 

Mayflower 

Whitehall 

Jung 

Keith Theatre and Hotel 



HOTELS 

Location 
New York, N. Y. 
Atlantic City, N. J. 
New York, N. Y. 
New York, N. Y. 
Atlantic City, N. J. 
West Palm Beach, Fla. 
New York, N. Y. 
Vanderbilt Avenue and 44th Street, 

New York, N. Y. 
Washington, D. C. 
Washington, D; C. 
Palm Beach, Fla. 
New Orleans, La. 
Brooklyn, N. Y. 



Architect 
Schultze & Weaver 
Loekwood, Greene & Co. 
Sloan & Robertson 
McKim, Mead & White 
Warren & Wetmore 
Schultze & Weaver 
Marsh & Peters 

Punderford Co., Inc. 
Robent F. Beresford 
Martin L. Hampton 
Ewing & Allen 
Herman Biedler 
Thos. Lamb 



Owner 
W. Stanley Barrett 
Harry B. Lindsay 
Dickenson 
E. V. O'Daniel 
Kirk M. Johnson 
W. A. Barstow 
Howard Bayne House 
Mrs. Lillian E. Davis 
Thompson Ross 
Thomas W. Lamont 
Col. W. H. Starrett 
White House 
Harry Payne Whitney 
Evelyn Field Estate 
Edsel Ford 

John D. Rockefeller, Jr. 
Clarence Dillon 
Floyd Frank 
Genl. H, S. Borden 
Vincent Astor 
J. H. Hillman 
Mrs. Chas. Robinson Smith 
Thorne Residence 
Mrs. Monroe Robinson 
Gloria Swanson 
Geo. P. Crocker 
Mrs. Charles H. Sabin 
Hon. James J. Walker, Mayor 
Chas. E. Mitchell 
Michael Gavin 
Lionello Perera 
Harold Lloyd 
Wm. R. Hearst 
Mrs. H. R. Scott 



RESIDENCES 

Location 
Providence, R. L 
Worcester, Mass. 
Santa Barbara, Cal. 
Bronxville, N. Y. 
Santa Barbara, Cal. 
West Orange, N. J. 
New Vernon, N. J. 
Montclair, N. J. 
Great Neck, L. I. 
Palisades, N. Y. 
Madison, N. J, 
Washington, D, C. 
Wheatley Hills, L. L 
Huntington, L. I. 
Seal Harbor, Me. 
Pocantico Hills, N. Y. 
Dark Harbor, Me. 
Portland, Ore. 
Sea Bright, N. J. 
Newport, R. I. 
Pittsburgh, Pa. 
New York, N. Y. 
Babylon, L. L, N. Y. 
New York, N. Y. 
New_ York, N. Y. 
Williamsport, Pa. 
New York, N. Y, 
New York, N. Y. 
New York, N. Y. 
Jericho, Long Island 
49 East 80th Street, New York City 
Beverly Hills, Cal. 
San Simion, Cal. 
Beverly Hills, Cal. 

Bel-Air Estates 



Owner 

Tudor City 4th to Ilth Units 

Green Hills Farms 

Brisbane Apartments 

Prestwould Apartments 

Town House 

Boubier Apartments 

Astor Apartments 

720 Park Avenue, Apartment House 

623 Park Avenue, Apartment House 

Two Apartment Houses 4 and 14 Sutton Place 

Beaux-Arts 



APARTMENTS 

Location 
New York, N. Y. 
Philadelphia, Pa. 
New York, N. Y, 
Richmond, Va. 
Los Angeles, Cal. 
Philadelphia, Pa. 
New York, N. Y. 
New York, N. Y. 
New York, N. Y. 
New York, N, Y. 
New York City 
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Architect 
W. T. Aldrich 
J. D. Leland & Co. 
Reginald D. Johnson 
Thompson, Holmes & Converse 

Henry Wilkinson 
Peabody, Wilson & Brown 
C. C. Wendehack 
Leroy P. Ward 
Walker & Gillette 
Yasuo Matsui 
Delano & Aldrich 
Walker & Gillette 
J. Russell Pope 
Duncan Candler 
Duncan Candler 
Mott B. Schmidt 
Herman Brookman 
Geo, D. Morrow & Son 
Chas. A. Piatt 

E. P. Mellon 

Ford, Butler & Oliver 
William F. Dominick 
Mott B. Schmidt 
LeRoy P. Ward 

F. A. Godley 
Cross & Cross 
LeRoy P. Ward 
Walker & Gillette 
John Russell Pope 
Harry Allan Jacobs 
Webber & Spaulding 
Miss Julia Morgan 



David A. Ogilive 


Architect 


Sloan & Robertson 


Schultz & Weaver 


Norman W. Alpaugh 


J, E. R. Carpenter 


Chas. A. Piatt 


Rosario Candela 


Cross & Cross 


J. E. R. Carpenter 


Rosario Candela 


Kenneth Murchison 




Installations 




A Few Buildings Where Hoegger Fixtures Were Specified and Used 



HOSPITALS 



Owner 

Bayonne Hospital 

Hahnemann Hospital 

Newton Hospital 

Danvers State Hospital 

Bedford Hills Sanitorium 

Beth Israel Hospital 

Psychiatric Pavilion (Grasslands Hospital) 

Wm. Bok Home for Nurses 

Jersey City Hospital 



Location 

Bayonne, N. J. 
Philadelphia, Pa. 
Boston, Mass. 
Danvers, Mass. 
Bedford Hills, N. Y. 
New York, N. Y. 
Valhalla, N. Y. 
Rockland, Me. 
Jersey City, N. J. 



Architect 

Crow, Lewis & Wick 

G. Hall Marshall 

Densmore, LeClear & Robbins 

Gordon Robb 

Barnet Phillips Company 

Walker & Gillette 
Hutchins & French 
John T. Rowland, Jr. 



CLUBS 



Owner 

Hollywood Golf Club 

Boca Raton Club 

Montauk Yacht Club 

Ridgewood Country Club 

Women's Club 

Meadow Club 

Mt. Kisco Golf Club 

North Hempstead Country Club 

Siwanoy Country Club 

The Greenwich Country Club 



Location 

Deal, N. J. 
Boca Raton, Fla. 
Montauck Point, L. I, 
Paramus, N. J. 
Glen Ridge, N. J. 
Southampton, L. I. 
Mt. Kisco, N. Y. 
Port Washington, L. I. 
Mt. Vernon, N. Y. 
Greenwich, Conn. 



Architect 

C. C. Wendehack 
Schultze & Weaver 
Walker & Gillette 
C. C. Wendehack 
Davis McGrath 
Henry Pelham Robbin 
Butler & Corse 
C. C. Wendehack 

Wm, F. Dominick 



BANKS, SCHOOLS AND MISCELLANEOUS 



Owner 

Central Union Trust Co. 

Granite Trust Co. 

Holyoke Savings Bank 

National City Bank 

Medford Savings Bank 

Mortgage Title and Trust Co. 

National City Bank 

Women's Realty Corporation 

St. Mary's Seminary 

Temple Emanuel 

Girard College 

Wall & Hanover Building 

New York Central Office Building 

South Station 

American University of Beirut 

Baker Yacht 

Tucker Yacht 

N. Y. Telephone Building 

New Addition Architects' 

Samples BuiMing 
Graybar Building 

Cotton Exchange 

Union Station 

Yale University Dormitory* 

Hartford Orphan Asylum 

Cornell Union 

Chamber of Commerce Building 

Keith-Albee Theatre 

Dorchester Court House 

Rectory, Church and School of Sacred 

First Presbyterian Church 



Location 

New York, N. Y. 
Quincy, Mass. 
Holyoke, Mass. 
Panama City, R. P. 
Medford, Mass. 
Upper Montclair, N. J. 
San Juan, Porto Rico 
New York, N. Y. 
Baltimore, Md. 
New York, N. Y. 
Philadelphia, Pa. 
New York, N. Y. 
New York, N. Y. 
Boston, Mass. 
Beirut, Syria 



New York, N. Y. 
101 Park Avenue, 

New York, N. Y. 
420 Lexington Avenue, 

New York, N. Y. 
New York, N. Y. 
Bethlehem, Pa. 
New Haven, Conn. 
Hartford, Conn. 
Ithaca, N. Y. 
Washington, D. C. 
Columbus, Ohio 
Dorchester, Mass, 
Heart Troy, N. Y. 

New Rochelle, N. Y. 



Architect 

Cross & Cross 

Wm. J. Beal & Sons 

Hutchins & French 

Walker & Gillette 

Hutchins & French 

Halsey, McCormack & Helmar, Inc. 

Walker & Gillette 

Ben W. Morris 

McGinnis & Walsh 

Robert D. Kohn 

John T. Windrim 

Delano & Aldrich 

Warren & Wetmore 

Densmore, LeClear & Robbins 

Walker & Gillette 
Walker & Gillette 
McKenzie, Voorhees & Gmelin 

Ewing & Allen 

Todd, Robertson & Todd 
Donn Barber 
Kennneth M. Murchison 
J. Gamble Rogers 
Grosvenor Atterbury 
Delano & Aldrich 
Cass Gilbert 
Thos. W. Lamb 
Mulhall & Holmes 
Thos. L. Gleason i 

John Russell Pope 
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Recess China Accessories 




SOAP, PAPER AND TOOTHBRUSH HOLDERS 




Wo. 115 $7.00 

6x6" Soap Holder with 
Grab Rail 

(With Center Drain) 




No. 113 .. $4.50 

6x6" Soap Holder 

(With Center Drain) 



luZl 



No. 117 $2.80 

6x3" Soap Holder 

(With Lip) 




No. Ill $6.00 

6 X 6" Soap Holder and 
Grab Rail 

(With Lip) 




No. 110 $3.50 

6x6" Soap Holder 

(With Lip) 




No. 116 $3.50 

6x6'' Tumbler Holder 




No 119 $6.00 

6x6" Soap Holder with 

Grab Rail 

(Flush Drain) 




No. 118 $3.50 

6x6" Soap Holder 

^ (Flush Drain) 




No. 114 $2.80 

6x3" Soap Holder 

(Flush Drain) 




No. 143 $2.75 

6x3" Projecting Type 
Toothbrush Holder 




No. 112 $4.75 

6x6" Toilet Paper Holder 




No. 122 $4.25 

6x6" Recess Type Toilet 
Paper Holder 

Takes folded paper 
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